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YY WA. LOZENGES 


_. first aid for throat ;rritations 


SORE THROATS due to cough 
lected, may result in lost man hours of 


PHANTIS” Lozenges contan 


produce no unpleasant by-reactior 


PHANTIS Lozenges re 
infection—act prophylactically. 

Twenty-seven years’ extensive 
has proved the safety an 


product. 


HYNSON, WESTCOTT & DUNNING, INC. 
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First aid for wounds 
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Soft-Vinyl Cover Goggle 


SNUG FIT 
FOR 
MEDIUM 
AND 
SMALL 


Model =440M FACES 











| WIDE FLANGE HUGS 





| LENS M YALL‘ , BY POSITIVE METAL LOCK BAR. 





For details, see your Authorized 
Eye Savers Supplier | PROVIDES COMPLETE ALL-AROUND PROTECTION. 


or write direct. 





Quality Eye Protective Equipment Made by the Leaders in Plastics 
ea WATCHEMOKET = . 
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“SPLIT-JOINT” “TU AWAY” “METHASPEC” tow cost VINYL FRAME MOLDED MOLDED HEAVY DUTY 


PLASTIC FRAMES SNA UT LENS EYE SHIELD ONE PIECE SAVE RS FORM-FIT CURVED SQUARE FACE SHIELD } 
T= fee 
WATCHEMOKET OPTICAL CO., INC. 


232 WEST EXCHANGE ST., PROVIDENCE 3, R. 1. * In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26, Winnipeg 











Circle No. 3 on reader service card for more information 
«—Circle No. 1 on reader service card for more information 





No more drudgery 
for me in cleaning 
grease-caked floors 


His boss is happy too... 


and should be. Now an Industrial Dry-Scrubber, Finnell’s 84XR at left, does 
the job in about one-tenth the man-hour time required to hand-scrape the floors! 
And of course the machine is far more thorough, and spares maintenance men 
the back-breaking effort of manual methods. Equipped with two powerful scari- 
fying brushes, the 84XR digs through and quickly loosens even the most stubborn 
coatings of dirt, oil, grease, and shavings. Universal couplings enable the brushes 
to clean recessed areas that rigid coupling brushes would pass over and miss. 


Reversible motor keeps wires sharp. A flip of the switch reverses the rotation of 
the brushes and re-sharpens them automatically... while working! Eliminates 
the need for frequent changing of brushes by hand in order to maintain a sharp 
cutting edge. Reversal of brush rotation also helps keep the brushes functioning 
efficiently by ejecting sticky substances that would otherwise clog and slow up 
the cleaning process. Total brush spread of the 84XR is 22 inches. Low, com- 
pact design permits cleaning right up to and beneath machinery — areas where 
deposits are heaviest. Interchangeable rings and brushes adapt the machine to 
wet-scrubbing, polishing, and steel-wooling. 


Clean floors allow industrial trucks to move 
swiftly, surely and, according to actual tests, 
with half the pull it takes to move loads over 
dirty floors. In addition, clean floors aid safety 
underfoot and contribute to worker productiv- 
ity. So it pays to keep floors clean — especially 
with a labor-saving 84XR!/ (The Vacuum 
Cleaner at extreme left, Finnell’s 10C, features 
a 114 hp, 115v AC-DC By-Pass Motor. Tank 
capacity: Wet, 12 gallons...Dry, 114 bushels.) 


; _ : For demonstration, consultation, or literature, 

Brushes adjust Yaa << 2 ' phone or write nearest Finnell Branch or 

Finnell System, Inc., 3511 East Street, Elkhart, 

irregularities os Indiana. Branch Offices in all principal cities 
é of the United States and Canada. 


to floor 


b eS ae . BRANCHES 
FIMNMELL SYSTEM, INC. 3 aa 
| Originators of Power Scrubbing ane Polishing Machines _— CITIES 
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OCCUPATIONAL 


Reader’s guide to for November 1957 


YANO HOUSEMEERPING 


“OVER 
The embossing reads: “If the workmar 
who now is reading this message had fol 
lowed safety rules and had worn his 
safety glasses, it would not be necessary 
‘ for him to be using Braille. How does it 
feel for the sighted suddenly to be blind ? 
) How can workers best be taught to wear 
;' ve protection always? What are the 
costs to industry of eye iniuries? These 
questions and other like them are an- 
swered very specifically by this issue of 


OccuPATIONAL Hazarps. It provides an 











xcellent chance for vou to review the 
worth of your plant safety program, to 
, 


l » ? ill 
and your employees and their families pain and heartache. The Braille 


the American Printing House for the Blind 


CHLORINE: ITS HAZ ARDS AND — rO DO ABOUT THEM 
\ spt il hazards : survey ot! or rr ymmon chen als 


“SHORTICLES” ON SAFETY THEMES 


Brief note on satetyv. fire protectior 


WHEN THE EARTH SHOOK. 


What | appened to workers alien in earthaq 


THREE WAYS TO PREVENT ELECTRIC LINE ACCIDENTS 


Lessons on accident prevention drawn from a case history 


SAFETY IN PICTURES ; 
Pictured ideas to help you improve 


EYE PROTECTION BLINDMAN’S BUFE 


One worker found out at home how it se 


EYE PROTES TION EQUIPMENT AT WORK 


\ picture story of what eye protection equipmen? shou be used wih 


WHAT WILL A VISION SCREENING PROG mAs DO — YOUR PLANT? 
Testing workers’ vision regularly will in prove both safety and efficiency. 
WHAT'S THE DANGER FROM EPOXY RESINS? 


Ho eat hazards to health and safet 


18,000 HEARING TESTS A YEAR PAY OFF 
Lockheed proves trequent tests of workers hearing 
HOUSEKEEPING HOW PAPER WIPERS PROTECT PLANT WORKERS 

American Car 1 Company shows that good housekeeping 

FIRE PROTECTION KEEP PUBLIC FIRE DEPARTMENTS INFORMED 


lidewater Oil has a unique school for visitir 


DEPARTMENTS IT PAYS TO PAMPER YOUR SPRINKLER SYSTEM 


Take care ot your sprinklers or they won't take ire ot vou. 


ADVERTISERS’ INDEX 92 NAMES IN THE NEWS . 
BABY POSTER 5¢ NEW PRODUCTS . . 66 


BUYERS’ GUIDE RIGHT OFF THE DOCKET ‘ 53 
COMPENSATION NEWS 5 SAFETY LIBRARY : 

IS IT FAIR? 4 SUDDEN INJURY 56 
LETTERS rURTLE CLUB 38 
LITERATURE IN ADS 4 USEFUL LITERATURE 61 
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I) Announces a new member of the already famous family 
of Ultrascopic Safety Spectacles in a modern 2-Tone Onyx 
on clear crystal plastic frame 


rit. 


ea 


‘“< arch Wy ae 


+ 


You never 
had it so 


SAFE 


r' 


AND ATTRACTIVE, TOO! 


The true safety of a safety frame PLUS 
smart good looks! American Optical has 
combined both in this latest addition to our 


Ultrascopic F9500 line. 


We cannot overemphasize that these are 

true safety frames in every respect with 
all the quality engineering and design features 

backed by over 100 years’ experience in . 

; Give your workers the SAFEST, the 

SMARTEST, the FINEST. Complete 
details in our new Brochure No. S-6761, 
just off the press. 
maximum protection. The 4 plaque on Always insist on the *& Trademark 


making optical equipment. By “true 
safety’”’ we mean that frames, eyewire and 


lenses are designed and fabricated to give 


. . ror on lenses and frames. 
the frame front is your guarantee that it is 3 ? 


a true safety frame. { 


The American Optical 2-tone Ultrascopic has American A) Optical 


COMPANY 
SAFETY PRODUCTS DIVISION 


matching spatula temples and is available 
with 6 Curve Super Armorplate clear, 
medium Calobar, dark Calobar and extra 
7 SOUTHBRIDGE, MASS. . Branches in Principal Cities 
dark Calobar lenses. It is also available 
with clear Plastolite lenses. 
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NOT ONE, BUT 





Two HY-TEST SAFEty 
OXFORDS of two differ- 
ent lasts . . . black plain 
toe (H216) made on the 
Director lost . . . brown 
medallion tip (H530) 
made on the Crescent last. 


“To make safety shoes truly SAFE, concentrate on 
the last first!’’ This has been the rule at HY-TEST 
throughout our 25 Years of Progress. Scientifically- 
made lasts...the very foundations of HY -TEST HY-TEST SAFEty SHOES 
SAFEty SHOES...embody al/ the important require- 
ments of safety, style and fit. Never is a feature 1509 Weshington Ave., St. Lovie 3, Me. 
“added to”; it’s always “designed in’. The HY- TEST Teletype: $1300 

Line of more than 90 styles includes two dress shoe 927 N. “ 7 eee 23, Pa. 
lasts plus two work shoe lasts, two boot lasts and viaiaake 

two women’s shoe lasts...all in a full range of sizes. 
Your workers have a selection and are assured the 
best possible protection, fine design and complete 
comfort. Choose the shoes that are way ahead in 
quality... HY-TEST Anchor Flange ® SAFEty SHOES. 


Write for Catalog and Complete Details 


Division—INTERNATIONAL SHOE COMPANY 
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green-flecked to tell you 
you've bought the best 


“double S-d’’—Sol-Speedi-Dri—is now green 
flecked to tell you it’s in a class by itself 
“double S-d” was the first mineral oil and 
grease absorbent. It’s the largest selling, because 
it is modern industry's greatest convenience 

New double S-d provides the most efficient 
floor coverage per pound, keeps plant floors 
clean and dry. Improved thirstiness and hold 
ing power, and the natural hardness and dust 
lessness of double S-d helps to reduce house 
keeping costs and to increase production by 
keeping workers safely on the job 

When you order, be sure you check for the 
flecks—they’re your identification of quality 
and value. 

Get double S-d from your distributor today 
Or check the coupon, attach to your letterhead 
and mail to SPEEDI-DRI DIVISION, Minerals & 
Chemicals Corp. of America,2282 Essex Turn 
pike, Menlo Park, New Jersey. 


Free sample 
Literature 


Name of nearest distributor 


THE BUY WORD FOR FAMOUS 
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STOP 
ATHLETE'S 


SKIN-TOUGHENER 


Makes Disinfectants 
Obsolete 


Latest medical research supports 
ONOX Skin-Toughening method of 
preventing Athlete’s Foot. Used by 
over 70% of the largest manufac- 
turers in the U. S. 


y BUILDS RESISTANCE 


Onox toughens shoe-softened skin. 
Restores skin’s natural resistance to 
fungus attack. 


y EASILY APPLIED 


Soft sponge pad forces Onox be- 
tween toes where most needed. No 
stumbling hazard (total height: 
1%”). 


/ SANITARY 


Bacteria can not live in Onox. 


TRIAL 
OFFER 








Order what you need. 
Pay nothing unless fully 
satisfied after 60 days. 


ONOX, INC: 


DEPT. O, 121 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN: CLEVELAND 
NEW ORLEANS - NEWARK, CALIF. 
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The Magic watchword- 


Qualit 


MAGIC SILICONE LENS TISSUE is the only No moving parts. No bothersome lever to break. 


highest quality, first-class sheet of Siliconetreated Self-mounting ist stick it to the wall. Dis- 


tissue made in our country; a marvel of the paper- _ penser $2.50 each, or free when exchanged for any 


makers art; the finest quality to be found in the other cleaning stations 


world. aod > er 
MAGIC HEAVY-DUTY strong 20 gauge steel 
Technically speaking, this~is : , ‘ . 

; ing station is for grimy areas where washing 
2e renare from selected pnulr , . ; 
sheet prepared from selected pul ) with » fluid te .woidable, or wnere Anti-Fogging 

acvain : aoa) heaters and ani ; _ 

again and again in beaters and for usella paatiee oc ea 

takingly treated to give ae ; ae 
- g & Anti-Fogging Fluid 

form texture and no lint é : : ; 

» triumph. Quality with a 


re-packed. Touch the top 
‘est. Nothing to 


Thus it exceeds every 

scientific use under even mos 

where super-quality-softness, n« 
tiveness of the Silicone treatment 
required (as in atomic laboratories, et: t This mean ' }¢ per month per em- 
deposits a protective film of sparkli Silicon plovee. For each e ll clean about 360 pairs of 
on lenses. Science’s an wer to foul y | viossy gla es, nere tne ¢ d-fashioned 6-02. bottles 
surface to prevent absorption oil ar | mis clean only about 1 pai And it’s durable. Com- 
from lens. It polishes and pr ts as it cleans s report MAGIC fluid prevents fogging from 


instantly. Crystal-clear. And d 0 easier, 6 to 8 hours f you wish to use your own 


brighter, faster, more lasting -made fluid, we can supply our adapter ($2.70) 


it 


ut size and tearing strength a l its of with riant 16-0z. bottle and plunger complete. 


quality. So, each sheet is ove ba 
The Heavy-Duty Paper is our superb, super- 


strong, wet-strength sheet. Here MAGIC’S quality 
watchword applies again. No scratehingon plastic, 


usual, and has twice the tearing stre? gth. Yet 
because of our volume our tissue costs Jess. $3.40 


per carton. Another exclusive featuret Sheetg are ime 
and no lint big 760-sheet refills per carton at 


only $11.60. These sheets are interfolded)too and 
the indestructible steel Dispenser ($5.95) releases 


interfolded. Thus only one at a time fs removed 
from Dispenser ; nota flurry of small sheets pulled 


out in bunches, Accordingly, average consumption ; ‘ 
them one by one, not in bunches, greathy-reducing 


waste. The watchword? QUALITY. Order Now 
. ; Exchange all your other sta- 
Quality carries through to : sol - . —~ Wi 
the Dispenser. Made of strong tions for MAGIC FREE. ire 


20 gauge steel, not a plastic or OF Write us or your safety job- 


of MAGIC is only 6 refills (one carton) per Dis- 


i 


penser per year 


ie 


light material. Indestructible. ber today. 


Cleaning Stations y 
THE SILICONE PAPER CO. OF AMERICA, INC. 


= 


75 East 45th St., New York 17, N, Y. 
SERVING EVERY MAJOR INDUSTRY IN AMERICA 
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BRULIN HAS A 


Safer 
Solvent! 


... safer than many 
so called ‘‘safe solvents’ 


, REDUCED FIRE HAZARD— Higher 
temperature required to vaporize 
a solvent sufficiently to flash mo- 


mentarily in an open flame indicates greater 
safety. This is a standard method of n 
the volatile and flammable characteristics of 
any solvent. The temperature at which this 
occurs is—The Flash Point. 
BRULIN’S SOLVENT DEGREASER 
HAS A FLASH POINT tN EXCESS 
OF 185° as tested by a well- 
known insurance company. 


@) REDUCED TOXICITY—Shown by 


easuring 


the M.A.C. (maximum allowable 

vapor concentration) in P.P.M 
(parts per million) of air at which toxic condi- 
tions would exist. This factor, however, would 
not be reached if the evaporation rate is very 
slow. (See Evaporation Rate Below) 

BRULIN SOLVENT DEGREASER 

has @ M.A.C. of 500 P.P.M. as 

tested by another well-known in- 

surance company. 


EVAPORATION RATE—Known as 

So) vapor pressure, this figure indi- 

cates the rate of evaporation of a 

solvent when compared to the evaporation 

time of carbon tetrachloride or buty! acetate 

The evaporation of certain solvents is at such 

a slow rate that the Maximum Allowable Vapor 

Concentration would be extremely difficult if 

not impossible to reach because of dissipation 
and dispersion by air and thermal currents 

BRULIN SOLVENT DEGREASER 

has a very low solvent evapora- 

tion rate. The rate is 5 times 

slower than carbon tetrachloride. 

THESE SAFETY FACTORS and the outstanding 

degreasing power of Brulin Solvent Degreaser 

are the reasons for its wide-spread acceptance. 


BRULIN & COMPANY, Inc. 


2939 Columbia Avenue—Indianapolis 7, Indiana 
1793 12th Street—Oakland 7, California 
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LETTERS 


readers report 


Cover Babies 
Wanted 
EDITOR: 

We are interested in obtaining 
the attached baby photo as a covet 
illustration for our employee man 
ual. 

Any information you could pass 
along to us as to the availability 
of this photo will be greatly appre- 
ciated. 

Joun D. REEDER 
Safety Director 
Joseph Bancroft & Sons Co. 


Wilmington, Del. 


This year, our baby photos come 
from H. Armstrong Roberts, 4203 
Locust Street, Philadelphia 4, Penn- 
Roberts 
and licenses 


sylvania. Mr. owns the 


copyright reproduc- 


tion. 


Suggestions for 
University Report 


EDITOR: 

Mr. Hester’s letter to the editor 
in the August issue of OccuPa- 
TIONAL Hazarps has stirred me to 
write and suggest that perhaps he 
might want to consider altering his 
subject from “Safety in Industry 
Conservation Measure” to 
something like the following for 
eye-brain appeal: “Conservation of 


as a 


Human Resources Accomplished by 
Safety in Industry.” 
The 


vastly 


source material must be 


spread, although what is 
thought of as organized safety in the 
United States radiates and ripples 
and sometimes roars from certain 
focal points. 

Over here in Wisconsin we feel 
proud in knowing that what later 
became the National Safety Coun- 
cil had its beginning in 1911-12 
when certain “fanatics” working in 
some industries got together in Mil- 
waukee to try to do something about 
stopping the cruel slaughter of hu- 
mans. 

My own estimate would make me 
believe that almost a million have 


been saved from sudden death in 


accidents since the beginning of or- 


ganized safety, and perhaps 20 
times that many serious injuries. 
M. B. Monsen 


Eau Claire, Wis. 


The Monsen letter refers to a re- 
port Mr. Hester is preparing for ul- 
timate use in the Flint College 
(University of Michigan) library. 


Know of Coffee 
Break Injuries? 
EDITOR: 

I am compiling material for 
a paper on the coffee break from 
several points of view. These would 
concern its history. its coverage by 
and labor 


state legislation 


codes. 
and injuries that have arisen during 
this type of rest period. 

Although I have a copy of your 
publication, 565 Industrial Com- 
pensation Dec istons, I find only two 
of this piven. ... I 


wondered if you had anv 


variety are 
other 
reported, “Right off the 
Docket.” which had not 
cluded in the book form. 


Any information 


cases 


been in- 


would be 
oreatly apprec iated. ‘ 

J. S. Fetton, M.D. 
of Preventive Medicine 
University of Oklahoma 
Oklahoma City. Okla. 


Professor 


We were unable to provide much 
help beyond the article on the cof- 
fee break from our August 1957 
issue. Can anyone else furnish Dr. 
Felton with dope on “break” in- 
juries? 


Problem in 
Safety 


EDITOR: 

In your August 1957 issue. under 
the heading of “Accident Stoppers.” 
you have an article covering a paste 
that can be used on cyanide pipe 
connections that will help to seal 
against This suggestion 
was offered by the Superior Manu- 
facturing Albert City, 


leakage. 


Company, 
lowa. 

I would appreciate receiving more 
detailed information on the ingre- 
dients and proportions used in mak- 
ing up this paste. 


continued on page 10 
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ASSEMBLES IN SECONDS 
Each ACOUSTOSORBER 
unit can be assembled on 
the job with staples to make 
a pyramidal structure. 


LIGHTWEIGHT, PORTABLE 
The ACOUSTOSORBER 
weighs only one pound. It 
is quickly and easily hung 
on braided wires. 


CONVENIENT, CLEANABLE 

An ACOUSTOSORBER 
will not interfere with fix- 
tures, never needs paint, 
cleans with soap and water. 











QUIET when and where 


you need it! ACOUSTOSORBER units... the 


new, low-cost way to control industrial noise 


Now, manufacturing plants can realize 
the same beneficial results of acoustical 
treatment already paying dividends in 
offices all over America. With the new 
ACOUSTOSORBER, industrial sound control 
becomes practical and inexpensive. Sub- 
stantial reduction in noise levels, worker 
fatigue and faulty workmanship means 
new highs in productivity. 

New AcCOUSTOSORBER is a hollow 
pyramid of tough vinyl plastic sheet, 


U 


backed with a mineral fiber blanket. 
Lightweight and portable, it has efficiency 
comparable with the most expensive 
acoustical tiles at a fraction of the cost. 
Units may be placed in rows, hung from 
wire or concentrated where the noise rate 
is highest. 

To find out how ACOUSTOSORBER can 
help you with your own noise problems, 
contact your U.S.G. sales engineer or 
U.S.G. acoustical contractor. 


UNITED STATES GYPSUM 


300 West Adams St., Chicago 6, Illinois 


pioneering in Ideas for industry 





(| LETTERS 
NOW FOR TANK CLEANING... 


continued from page 





I am doing some. safety con- 


a work coverafll with / ) sultant work for an industrial plant 


that is processing silver plating on 
wire. and we have run into some 
|- difficulty regarding cyanide solution 
& leakage 


and the crystallization of 


: \ fj cyanide salts around the pipe con- 
VA nection. at the evanide bath solution 
i } tank. 
| I. R. Durt 
V Accident Prevention Consultant 
) LNRNERG |) hoses 


for fast, sure The 


source of the paste wads 


name d 


emergency 
action 


June “Sudden Injury” 
Details Wanted 


The SURVIVAL HARNESS COV. — — 
ERALL is a simple but effective way We would — nage” Se foe 
of removing injured men from tanks forwarded us details of how ery 
without using special equipment. All incident occurred and what specifi- 
rescue work can be handled by one cally caused the oxygen tank to 
or two men working on the outside explode. 

of the tank. Rescue workers are nev- by Ws 
er exposed to conditions that caused 
the original accident. 


THATCHER 
Safety Engineer 

Construction Div 

This coverall is not a substitute for a E. I. du Pont de Nemours & Co.. 
safety belt but is a specially designed, Ine. 

everyday work garment for tank clean- Penns Grove. N. J. 

ing jobs. A system of high-strength 
2" webbing is fabricated directly into 
the coverall. If an emergency does oc- Ur. Thatcher 


referred fo our 
cur, the worker can be quickly raised 


All lifting strain is directly on the 
worker's body, beneath his upper ; 
: ae eae : number of reprint orders. Com- 
thighs — this avoids tearing the gar- ; letail } } 
ment material and safeguards the man plete detaus of the cause oj the ex- 
against further injury. plosion are unknown to us. A not- 


June “Sudden Injury” picture. 
which has drawn an _ exceptional 


The unique design of the SURVI- cae Poe, Oe ee ye 
VAL HARNESS COVERALL also editors. ona recent plant visul, were 
assures that the rescued man is raised shown a pair of er tanks 
vertically and is in position to be standing beside a wall. “I still have 
pulled through an overhead opening. to chain them up every time I see 
them.” the personnel-safety director 
elf your plant has tanks that must be told us. “It took me two years 
cleaned periodically, write today for work to get our people even to keep 
full information on the SD-3531 the caps on.” 
StaSafe SURVIVAL HARNESS 
COVERALL. Find out the details on 
how this garment can prepare your 
plant for the tank accident you hope NEXT MONTH 
will never happen. its 











In December, OccuPATION AI 
Hazards presents its third an- 
STANDARD SAFETY EQUIPMENT CO. nual 


232 WEST ONTARIO STREET © CHICAGO 10, ILLINOIS covering the entire industrial 


597 BROADWAY 12921 W. WASHINGTON BLVD. 855 EAST 152nd STREET safety field. Watch for it. 
NEWARK 4, NJ. LOS ANGELES 66, CALIF. CLEVELAND 10, OHIO 


Review & Forecast Issue. 
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The Alloy Chain... introduced in 1933... 
Herc-Alloy is a special all-purpose alloy steel chain with long wearing 
properties and high resistance to impact loading. Through the 
years, Herc-Alloy quality has been continually improved. It is unmatched 
for safety, durability and ultimate economy for the user. 


...the safety-proved coupling link. 
After two full years of service in many leading plants, 
Hammerlok coupling links have thoroughly demonstrated 
their economy and safety. These links, which enable you to 
assemble or rebuild your own sling chains, have a unique 
safety feature: —Old sling chains can be a hazard during 
the period in which they are still in service awaiting 
replacements. Hammerlok Coupling Links eliminate the 
waiting period and with it the possibility of accident. 


HERC-ALLOY SLING CHAINS ARE AVAILABLE FROM THE 
FACTORY WITH CONVENTIONAL WELDED COUPLING LINKS 


safety-aiding Data Book on Herc-Alloy Sling Chain care, 
use and inspection 


ma COLUMBUS McKINNON CHAIN CORPORATION 
’ TONAWANDA, NEW YORK 
\ REGIONAL OFFICES: NEW YORK + CHICAGO «+ CLEVELAND 
In Canada: McKinnon Columbus Chain Limited, St. Catharines, Ontario 
® mane ® 
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now...the new 


Rigs 
KEEPER 
BLANKET 


SO COMPACT THAT YOU 
CAN CARRY IT IN YOUR 
POCKET...YET IT OPENS 
UP tO A FULL Sx7 FEET! 


“a 


Remarkably strong and protective for 
its weight, the new Life Keeper Blanket 
marks another step forward in efficient 
care of the injured. Easy to store 
easy to use, this double-thick poly 
ethylene blanket brings you all these 
important features 

WATERPROOF to give the injured 
full body protection from inclement 
weather and wet ground. Easy to clean— 
just rinse or wipe off. Dries rapidly, no 
shrinking! 

WARM double thicknesses of polyethy 
lene separated by dead-air barrier hold in 
body heat, keep out chill air, dampness 
STRONG two-layer construction of the 
Life Keeper Blanket makes it resistant co 
rips, snags, and tears 
TRANSPARENT so that attendant can 
check for bleeding while the injured is in 
transit. Will not cling to an open wound 
VERSATILE Life Keeper Blanket can 
also be used to cover cots and other 
equipment as well as for protection of the 
injured. Provides a dry ‘‘floor’’ on which 
victim may be placed for first-aid care 
LOW COST Life Keeper Blanket elimi 
nates all cleaning costs pays for itself 
first few times used. Get the complete 
story from your MSco distributor or write 


EXCLUSIVE WITH 


7 Me 
pf; 


Rockford, lil. ¢ in Canada, it's Safety Supply Co. 


Circle No, 13 on reader service card 
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LITERATURE 


offered in this month's ads 


*10 REASONS WHY” IAC clinical 
audiometric rooms are a “must” are out 
lined in a new booklet offered by the 
manufacturer, Industrial Acoustics Co., 
Inc. Among the rooms’ uses: hearing aid 
fitting, pure tone testing, industrial 
screening. 
Circle No. 40 on reader service card 


THE FILTAIRETTE dusk mask is in 
cluded in products reviewed within Gen 
eral Scientific Equipment Company’s 
Catalog 10. The filtairette is lightweight 
and economk al and may be worn without 
goggles 


Circle No. 81 on reader service card 


PROTECTIVE fabrics designed to safe 
guard welders are available as free sam 
ples by using the readers’ service card 
Frommelt Industries, the manufacturer, 
also offers a catalog which reviews and 
illustrates its entire line. 

Circle No. 57 on reader service card 


A “NEW CONCEPT” face shield, pro 
duced by Pulmosan Safety Equipment 
Corp., is covered in literature recently 
prepared by the firm. This shield is de 
scribed as “featherweight, rugged, and 
durable.” 


Circle No. 50 on reader service card 


INSTRUCTIONS governing the choice 
of the “right glove for the right job’ 
are contained in a booklet prepared by 
Hood Rubber Co. Inc luded in the cover 
age is a complete rundown on the new 
Hood “Grip-All” work glove. 

Circie No, 43 on reader service card 


EXPLOSION-PROOF equipment manu 
factured by Hild Floor Machine Co. is 
reviewed in a new booklet. Hild’s ex 
plosion-proof vacuum cleaners consist of 
four models, equipped for both wet and 
dry pickup with capacity ranging from 
6 to 55 gallons. 
Circle No. 78 on reader service card 


PORTABLE nibblers that cut metal 
without distortion are described in liter 
ature of Fenway Machine Co., Inc. For 
complete information on the product, uss 
the readers’ service number. 

Circle No. 63 on reader service card 


YOUR workers can clean tanks in safety 


by wearing a garment now being mal 
keted by Standard Safety Equipment Co 
The survival-harness coverall simplifies 
ind speeds up rescue operations. High 
strength, 2” webbing is fabricated di 
rectly into the coverall. Design and prin 
cipal features are described in detail in 
company literature 
Circle No, 250 on reader service card 


4 10-DAY trial offer has been arranged 
vy Reinhold Publishing Corp. for Dan 
gerous Properties of Industrial Materials 
The prospective buyer of the book may 
obtain a copy for 10-day review 

Circle No. 33 on reader service card 


4 DEMONSTRATION of American La 
France Corporation’s stored pressure 
water fire extinguisher can be obtained by 
using the readers’ service number. Liter 
ature is also available 

Circle No. 17 on reader service card 


W ALTER G. LEGGE CO. offersto 
show vou how to reduce accident costs 
The firm’s slip-resistant floor polish has 
myriad preventive safety applic ations 
throughout plant and offices. Complete 
data is contained in company literature 
Circle No. 34 on reader service card 


x 7 blanket which, when folded, 
fits in your back pocket is the latest ad 
dition to the Medical Supply Co. line 
MSCO literature outlines the “Life Keep 
ers” features and applications 

Circle No. 13 on reader service cord 


FREE SAMPLES of Auraseal Ear De 
fenders, a product of Maico, Inc., can be 
obtained by using the readers’ service 
number. These tiny ear plugs consist of 
a malleable core surrounded by thin walls 
of soft, synthetic materials. 

Circle No. 71 on reader service card 


BAUSCH & LOMB literature, available 
on its “new look” safety glasses, main 
tains that worker acceptance has been 
high because of attractive styling. Fur 
ther, design features allow interchanging 
of temples and side shields, thus lower 
ing eyewear inventory requirements. 
Circle No. 2 on reader service card 


ROUGH FINISH coated fabric gloves 
are described in a bulletin prepared by 
Surety Rubber Co. These gloves afford 
positive grip and oil, grease, acid, and 
solvent resistance. Knit wrist, safety cuff, 
gauntlet and palm-coated styles are avail 
able. 


Circle No. 59 on reader service cord 


BULLETIN 922 tells you how you can 
profit from Pangborn dust collectors. 
continued on page 14 
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Wlonarele’ Face suieus 


Model F-300 


SPARK 
DEFLECTOR 


RUGGED 
CONSTRUCTION 
for Full Protection 


LIGHT 
WEIGHT 


PREFORMED 
WINDOWS 


SEND FOR 
BULLETIN NO. 4} 


THE WORLD'S LARGEST MANUFACTURER 
OF SUPERIOR PROTECTIVE EQUIPMENT 


WELDING HELMETS ¢ 
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FACE SHIELDS ° 


REPLACEABLE PADDED 
GENUINE LEATHER 
SWEATBAND 


WIDE RANGE 
RATCHET HEADSIZE 
ADJUSTMENT 
(Patented 


NO HAIR 
PULLING! 


FFSET HEADGEAR, SECURE 
ABLE — POSITIVE FRICTION JOINTS 
C or OFF’ POSITIONING 


ACCESSORY EQUIPMENT 


G- 


RAL PURPOSE 
NG WINDOW FOR HEAT 
G F PROTECTION 
Screen (24-mesh) 


FOR WELD! 
NON-METALLIC AND SCARFIN zes cleor er 


BINDING hree odes of green 


COMFORTABLE AS AN OLD HAT, this Monarch® F-300 Face Shield gives 
you ALL that Fibre-Metal’s long and successful experience in designing and engi- 
neering really practical protection can deliver. It is economical because of Fibre- 
Metal’s large and efficient production equipment and methods. You get more 
because of its comfort and durability . . 
safety to eyes and face bring peace of mind, better and more profitable workman- 
ship. Be sure your face protection is by FIBRE-METAL! 


.and versatile safety uses! Maximum 


CHESTER, 
PENNSYLVANIA 


THE FIBRE-METAL PropucTs CoMPANY 


HEAD REST GOGGLES * SAFETY CAPS & HATS « 


Circle No. 14 on reader service card for more information 
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New washable fabric 
retains flame resistance 
thru 15 washings 


means new economy for 
. 
flame-proof clothing users 
new green flame-proof washable fat 
ns its flame resistance thru 15 washing 
! This longer life cuts you 
to the bone. Hard finish shed 
olten splash. F.P.W., alo1 
y workmanship is unbeatable 
*P.W. coats have double thick col 


* EXCLUSIVE 


* STRONG henge a ‘ 
lee | emmec or oun with lame 
* LONG i eee wee i ee 


il ind ral overlaps to prevent 4: 
WEARING eeve have adjustable snap cuffs, and sizes 
xt liber to promote freedom of moven 
* ATTRACTIVE ll these bonus values for a new, new lou 
isi obber today! 
* NEW LOW 


PRICES SEND FOR COMPLETE DETAILS 


secure snap button fronts, 





LABORATORY TEST RESULTS 


No. of Afterflame Afterglow Char Length 
Launderings Seconds Seconds Inches 
— a 0 2% 
5 3 2% 


10 3 2 13/16 
15 0 6 *3% 
*Char Length is still slightly less than thot permissible (3'/2”) 
Cc cial S dard CS 129-47, Page 3. 














E xX L U S : V E WHEELER PROTECTIVE APPAREL, Inc. 


224 WEST HURON STREET s CHICAGO 10, ILLINOIS 





PROTECT AGAINST 


the consequences of 


LIGHT FAILURE 


A CASE HISTORY from our files... 


The Safety Director of a large Eastern distillery had recommended installation of Carpenter 
Automatic Emergency Lights. Procrastination was responsible for delaying purchase for 
several weeks, with the result that a simple blown fuse caught everyone unprepared. 

During a night shift, lighting circuits to the Bottling Department went dead, while the 
machinery, fed by high-voltage lines, kept clanking on. In the resulting panic, women 
stumbled into the racing machines. Exit stairwells were darkened, too, and falls added to 
the toll. Only chance prevented loss of life 

Within days, the management installed Carpenter Automatic Lights throughout this 
plant and eight others 

The tragedy in this instance was the delay after the hazard had been recognized, and 
proper protection decided upon For just one WATCHMASTER AUTOMATALITE wouid 
have prevented the misfortune. Each AUTOMATALITE now stands as a mute yet tangible 
symbol of the need for immediate protection 


Only “WATCHMASTER’’ AUTOMATALITES have 


EXCLUSIVE + Powerful, sealed-beam floodlights with strong center punch to illuminate 
g p 
long aisles and pin-point exits or critical stations, etc 


EXCLUSIVE + ‘“Hydro-Caps” to prevent water loss from batteries. Requires addition of 
water only once every year or two. Lowers maintenance costs. 


CARPENTER MFG. COMPANY 


411 Bradley Street, Somerville 45, Mass. Telephone MOnument 6-4300 
CEES eee NRT NS NNR I 


Circle No. 15 on reader service card for more information 


14 





LITERATURE 


continued from page 12 





Elimination of dust problems has brought 
with it tangible and intangible benefits, 
including lower housekeeping costs, high 
er employee efficiency, and improved com 
munity relations 

Circle No, 22 on reader service card 


MAGNESIUM dockboards equipped with 
safety curbs and special anti-slippage 
locks are reviewed in literature of Mag 
nesium Co. of America. Magnesium is 
approximately 25% of the weight of steel 
and thus lifting strains are alleviated 
Circle No. 54 on reader service card 


DUSTING corrosion, and abrasion prob 
lems can be combated through the use 
of Horn industrial coating. A. C. Horn 
Company's Sun Chemical Diy. reports in 
a new booklet 

Circle No. 97 on reader service card 


EDMONT MFG, CO. will supply sam 
ples of the best glove for a given plant 
operation, if you will supply data outlin 
ing your operation, materials handled, 
ind temperature conditions. Edmont 
manufactures over 50 different types of 
industrial gloves. A catalog is available 
on request 
Circle No, 47 on reader service cord 


BULLETIN 1412N tells of the Davis 
Emergency Equipment Co. line of alumi 
num full brim headguards. Literature 
centers on six features of the product 
lightness, strength, comfort, economy, 
styling, and coolness. 

Circle No. 66 on reader service cord 


HERC-ALLOY chain, a_ product of 
Columbus-McKinnon Chain Corp., is in 
a booklet prepared by the manufacturer 
Coverage includes sections on care, use, 
ind inspection of the product. 

Circle No. 12 on reader service card 


Lit ER ATL RE of Joseph Bugeleisen 
Co. spells out the attributes of Buco hard 
hat liners with particular emphasis on 
omfort and full weather protection 
These liners are sanforized and mer 
cerized to insure against washing prob 
iems 


Circle No. 28 on reader service card 


McGILL MFG. COMPANY'S catalog 
No. 84 includes a review of the firm’s 
bulb changer, a lightweight, insulated 
steel pole furnished in 5’ sections which 
allows the operator to keep both feet on 
the floor during the bulb-changing pro- 


Cir_Je No. 46 on reader service card 
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BUYERS’ GUIDE 





” STORED PRESSURE 


ANTI-FREEZE (Loaded Stream) 
Absorbents. floor 


icra FIRE EXTINGUISHER 


Audiometric Rooms 16. 54 
125 Lb. PRESSURE 
Blankets 12 
Books HH). 83. BB. 9] 
Breathing equipment 52. 64 
Bulletin boards 72. 83 


LOW MAINTENANCE COST 
lideciieiih diaadilas Sinaia ‘i e NO SPECIAL CHARGING TOOLS 
Clothing, protective 10, 14, 17-20, 87 ELIMINATES ANNUAL RECHARGE 
eee - AIR GAUGE PRESSURE INDICATOR 
Drunkometers 64 e PRESSURIZED THROUGH NOZZLE 


Dust control equipment 23 ELIMINATES EXTRA SOURCE OF ena 
‘ AIR LEAKAGE TSTORED PRESSURE 

Ear protectors 79 | ANTI-FREEZE 

os: sein Sinsbeiina 62 e PATENTED ALRAUH LABEL ey0 OPERATE 

Eyewear Cover II, 1, 4, 31 ; ||. PULL LOCKING Pik 

4 SQ0EETE VALVE. 3. DIRE 

Faceahiehde 13, 26, 66 STREAM. AT BASE OF Pr 

nage pect oN ates as : 24 bee Operating pressure 125 p.s.i. — Lightweight 

Tisai aieains see stainless steel construction — 2!/, gallon ca- 

Floor mats 71, 92 pacity — Shell tested to 500 lbs. — Best for 

sae maintenance equipment 2, 89 Class A fires — Effective on incipient Class B 

oor maintenance materials 45, 51, 92 : é : 

Floor non-slip materials 17-20. 80 fires in gasoline, grease, oils, etc.— Very effec- 

Food dispensaries 90 tive on rubber fires — Retards reignition — 

Footwear 9, 17-20, 24-25, 27, 28, 32, 36 


To operate: squeeze levers, release to stop 
discharge. 


Fume Contro 


Gloves, protective 17-20, 58, 63, 65, 71, 86 


Gloves, reconditioning ‘ 77 : STORED PRESSURE 








Hand dryers, electric 87 WATER MODEL PAF 
Hand Pumps 89 U. L. Rating 2-A, 1-8 
ase ftoon 7375 FIRE EXTINGUISHER 
Hard Hat Liners 22, 30, 86 ; ; b 
Hose reels 68. 70 Operating pressure now 100 p.s.i. — Stainless steel con- 
Ladd struction — 2!/> gallon capacity — Shell tested to 500 Ibs. 
adders 64 . . 
per ne ag aie es 84. 90 —For Class A fires, wood, rubbish, etc. — Has same 
Lens cleaners 7, 21 operating features as Model PAF — Discharge can be 
“ye 69 stopped as soon as fire is out — Must be protected from 

ighting equipment, guards 14, 62 . 

freezing. 

Machine guards 86 
Material handling 

equipment 11. 65. 76. 86 
Mirrors g 
Noise supressors y MM del PCW 

U. L. Rating 2-A 
Plungers 72 
Protective creams 9 Both Models approved by Underwriters and 
Factory Mutual Laboratories. 

Safety belts 90, 79, 90 Replace your old soda-acid and cartridge- 
Safety tools 73, 79 operated extinguishers now and enjoy better 
Signs 29. 57. 90 fire protection with yearly savings on main- 
Skin cleaners 78. 84. 85 tenance and recharging. 
Solvents 8 
Splints 79 Both Models are pressurized easily 
Stretchers 77 e Write for complete details or demonstration thru nozzle. 
hen a -Asexican JAFRaNce (onporarion 
Washroom Supplies A7 
Welders Protective Equipment 70 ELMIRA. NEW YORK. U.S. a. 
Wheel blocks 68 IN CANADA, LAPRANCE FIRE ENGINE & FOAMITE LID. TORONTO 
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pr ae - 


two great advancements for a more accurate 


Industrial Hearing Test Program 


BURGESS-MANNING 


Sound Room 


Now you can obtain accurate, reliable hearing tests 
that are not affected by extraneous 
background noises. This quiet test room, efficiently 
ventilated, can be located in any room or part 
of a factory. Is completely demountable 


for easy relocation. 









































as its companion... 


Maico presents the Rudmose 





YOU CAN RELY ON 


Automatic Audiometer | Maico 


Eliminates Need For Trained Supervisor For Your Industrial Needs 





; ; In Hearing Conservation 
Completely automatic, the subject controls his own hearing test while 


listening to various tones. Needs no supervision after test is started, American industry, govern- 
thereby eliminating need for trained audiologist or extra personnel. ment and the medical pro- 
Eliminates errors due to operator fatigue, especially late in day. No fession rely on Maico for 
precision hearing test equip- 


chance to falsify test by subject. Complete test takes about six minu- : é 
; ; ment. Maico has built more 


s. Li ej E ; te av be easily red f 2partment - . . 
tes. Lightweight audiometer may be easily moved from dey precision hearing test instru- 


ments than all other firms 
combined. If it is a Maico 
e for complete details write instrument, you can have 


confidence! 
CwUCeo 21 North Third Street, Minneapolis, Minnesota 


Room 66W 
Circle No. 18 on reader service card for more information Circle No. 19 on reader service card for more information—> 
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SHOES 


GLOVES 


made of leather processed with 


Du Pont 


CHROME COMPLEX 





pra 


On-the-job wear tests have pro\ 

work gioves property processed wiih 

resist water-logging, stiffening and 
. give better protec lion againsi 


acid spillage wear longer 


REG. U.S, pat. OFF 


BETTER THINGS FOR BETTER LIVING .. . THROUGH CHEMISTRY 


Safety shoes and gloves have 
improved resistance to curling, 
cracking, shrinking ...keep their 
shape and flexibility longer. 


“Quilon”, a chrome complex applied to leather in the 
tanning process, is a permanent treatment that lasts 
for the life of the leather. Leather properly processed 
with “Quilon” resists most strong acids and corrosive 
chemicals. With normal care it does not become brittle 
or curl after severe wetting or crack or stiffen when 
exposed to perspiration. Because “Quilon” permits 
leather “‘pores” to remain open, the leather “breathes” 
freely. 

Recent on-the-job wear tests at Du Pont plants have 
demonstrated that safety shoes and work glov es made 
of leather with “Quilon” are safer and more com- 
fortable. “Gloves stay soft.” “They don’t wet through 
as fast.” “Better acid resistance.” These were the com- 
ments of men who wore test gloves for three months 
There was similar praise for the shoes. “They stay soft 
after wetting.” “They didn’t shrink overnight or on 
week-ends after wetting.” 





Because of excellent performance by safety 
shoes and work gloves processed with 
“Quilon” in tests at Du Pont plants, 
Du Pont Store Standards for safety shoes 
and work gloves have been revised to 
include leather processed with “Quilon” 
as part of the specification. 














Leather Processed with Du Pont “‘Quilon”’ Gives 
Shoes and Gloves All These Extra Advantages 

























Safety shoes and gloves made of leather processed n 
4 Quilon” are more resistant t tack | ) sive 
nemicals such as hydrochloric Lit Ur Lactic ind 
nitric acids and sodium hydroxide ifford greater 
safety and comfort for wearers. Nat vith an 
eather material. normal Safety pre S 1 De 
, 
followed. Chemical or acid splas} e washec 
? rr Y mt 
ee 02 & } 
Safer Safety Shoes! Shoes worn by a carboy 
filler demonstrate the effect of sulfu O 
A mes 
icle n \er ith } ' } , t ' rr | c ismhecqc on untreated eatner cid sp ec 
Articles ide of leather with “Qu X proved 
; ' 
resistance t wale! iosorptl I W I iT 
I 
faste hold their shape better eX 
mi rb] 
ible 
When exposed to perspiration, leather wit Quilon 
remains softer and more pliaDie than untreated leathe! 
le nden t hrivel ra ' tyfier | rather 
is less tendency to snprivel, Crack Stile eatne 
‘nores Stay open 1iOW Tre rt RS t tor 
pore a pen il free passag 


mifort 


yreat r ) 
PICALCI Ct 





Resistance to perspiration is 
gemonstratead Dy swaftcn of 
eather treated with ‘‘Quilon 
eft After exposure to 9 
cycies of synthetic perspira 


+ 


on, swatch remained pliable 





na retained good leather 


qualities. Untreated swatch 


Resistance of treated leather to corrosive 


hec Pe “ on . , 
became stif cracked whe chemicals is dramatically demonstrated by 
t was flexed swatches of leather exposed for 10 minutes 


concentrated hydrochloric acid. After flush 
ng with water and ammonia, swatch treated 


with “Quilon” showed only superficial dam 












age. Untreated swatch was severely damaged 




















When properly processed with “Quilon”, leather exhibits important 
new characteristics—resistance to chemicals, water and perspira- 
tion. To help leather manufacturers determine whether their treated 
leather has derived the full benefits from “Quilon”, Du Pont has 
developed a series of leather performance tests. These simplified 
tests measure the performance characteristics contributed to side 
leather by “Quilon”. They are used by tanners to assure availability 
of top-quality leather for use in today’s safer, more comfortable 


safety shoes and work gloves 


Dry leather samples are weighed. Weight is attached and 
samples submerged in water | hour. Excess free water is 
then removed by passing leather through wringer in a uni 
form manner. Leather is reweighed and percent of water 
absorbed calculated—usually less than 30% for leather with 


( 1 


“Quilon”. and 75% to 100% for untreated leather 


fmeasure urjfa sistance lo cnemicals) 


Leather strips, grain side up, are weighted at one end, then 
exposed to a few drops gk ve hydrochloric acid for 5 
minutes. Amount of rise noted on unweighted end of strips 
is then measured by protractor—usually no curl for leather 


with “Quilon”: 30° to 100° curl for untreated leather 


(measures chemical resistance throughout body of leather) 


Weighted leather strip is submerged in solution of 37% 
hydrochloric acid for 2 minutes. Amount of shrinkage that 
occurs 1s measured on Theis Shrinkage Gage—0O to | 

millimeters for leather with “Quilon”: 3'2 to 10 millimeters 


for untreated leather 


DU PONT DE NEMOURS & CO. (INC.) 
Grasselli Chemicals Department 
WILMINGTON 98. DELAWARI 


BETTER THINGS FOR BETTER LIVING. .. THROUGH CHEMISTRY 


Next Time You Buy Safety Shoes or Work Gloves 
Be Sure They Are Protected With 


pupont QUILON 


CHROME COMPLEX 


PRINTED IN U 


s 


a 








| S- , Y The 
REG.U.S. & CAN. PAT. OFF Modern 


Liquid 
Fr Sofe Clear Vision wri 
Sa : Method 





for 

















nme oe = Thorough 
aaa a Cleaning 
= 
[ae — J and 
Anti-Fogging 
of 
Cleans and Anti-Fogs All Types of Glass 
Personal and Protective Eye Wear a 
Plastic 


For 
Glass 
or 


Plastic 


Wise to Choose — Safe to Use 


COPYRIGHT THE WILKINS CO. INC. CORTLAND N.Y. 


Effective — Economical 


Easy to Install, Use & Service 


CORTLAND 3.N. Y ® Lens Cleaner © Lens Tissue 


THE WILKINS CO., INC. : e Lens Cleaning Cabinets 


© Anti-Fogging Stations * Anti-Fogging Liquid 
Circle No. 20 on reader service card for more information 
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M-S-A® Winter Liners provide 


the warmest comfort a head ever had 


for working those cold outside jobs 


ZIPPER-TYPE. 
zip-off earlugs. 


fall cloth. For laced o 
snap-in suspensions. 


Zip-on, 
Lined, 
woter-repellent grey- 


in raw wintry weather 


TAB-TYPE. 


tabs for 


fastening 
c 


ing. Same pre 
moterial as 


Four s 


qu 


ond 


ective 
Zipper-Type. 


SHOCKGARD LINER. 
Head, ear and neck pro- 
tection. Liner can be tied 
to crown straps when 
worn next to head. 


SHOCKGARD LINER. 
Outer material coated 
with special flexible neo- 
prene. Ideal for use in 
extremely heavy winds. 





WRITE FOR DESCRIPTIVE LITERATURE 
MINE SAFETY APPLIANCES COMPANY 


North Braddock Avenue, Pittsburgh 8, Pa 


At Yc 


rvice: 76 Branch Offices in the United States 


WINE SAFETY APPLIANCES CO. OF CANADA, LTD. 


ront Montreal, Calgary, 


wae ver, Sydney, N.S 
ties in Mexic 


Cable Address 


. Repr esentatives 
Centra 


MINSAF 


Edmonton, Winnipeg, 

in Principal 
th America 

Pittsburgh 


land S 


SAFETY EQUIPMENT HEADQUARTERS 


Call the MSA man on your every safety problem 
his job is to help you 


SHOCKGARD LINER. 
Durable greyfall cloth, 
suede-lined, keeps out 
weather. No metal parts 


on Shockgard liners. 


. 


KNITTED-TYPE. Snug- 
fitting, warm wool cap 
provides workers with 
lightweight head and 
ear comfort. 




















“What? A 15% increase in production machinery life?” 


Yes, Pangborn Dust Control can increase your Pangborn offers a complete line of collectors, dry 
machinery life up to 15% or more! Pangborn and wet, for all jobs. 


Dust Collectors trap dust controlled at the source Why not discover how you can profit from 


Pangborn Dust Control? Write for Bulletin 922 
to: PANGBORN CORP., 3800 Pangborn Blvd., 
Hagerstown, Md. Manufacturers of Dust Control & 
Blast Cleaning Equipment. 


to prevent the abrasive wear and tear of uncon- 
trolled dust settling in valuable equipment. Pang- 
born Dust Control can save you thousands of 
dollars by substantially lengthening the life ex- 
pectancy of your machinery. 

What’s more, Pangborn gives you other benefits 
of lower housekeeping costs, higher employee 
efficiency, extra profits from any salvage value and 
better employee and community relations. And 


Circle No. 22 on reader service card for more information 
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Some things 
-may be safer than- 


Steel toes... 






























































MANUFACTURERS 
AND DISTRIBUTORS 
HY-TEST SAFETY SHOES 


Division International Shoe C 


St. Louis, Mo 
Y IRON AGE DIVISION 
IN H E H. Childs & Co., Inc. 
g 


Pittsburgh, Pa. 
RECORD INDUSTRIAL CO. 
Philadelphia, Pa. 
MAX BRANOVAN SHOE CO. 
Experienced safety engineers have learned to place their Milwaukee, Wis. 


; ie DORSEY SAFE-T-SHOE CO. 
complete confidence in WINGUARD steel toes... the rpc trang Fay 
very latest development in steel toe protection. They SUPERIOR SAFETY SHOE CO. 
Bedford, Ohio 
: ; WILLARD SAFETY SHOE CO. 
the feet of their workers. Detroit, Mich. 
ALBERT H. WEINBRENNER CO. 
ee a C Milwaukee, Wis. 
More than 74% of all safety shoe manufacturers have 
; Coen an ED H. H. BROWN SHOE CO. 
On pairs of W INGUARD Worcester, Mass. 
steel toes to meet the ever increasing demand of leading GEORGIA SHOE MFG. CO. 
Buford, Ga. 
CHARLES A. EATON CO. 
Brockton, Mass. 
The directory on your right is our answer to the many G. H. BASS & CO, 
iy Wilton, Maine 
HILL BROS. CO. 
containing WINGUARD steel toes may be purchased. Hudson, Mass. 
HOLLAND-RACINE 
SHOES, INC. 
Holland, Mich. 
LEVERENZ SHOE CO. 
Sheboygan, Wis. 
GENERAL SHOE 
CORPORATION 
Nashville, Tenn. 
MILWAUKEE SHOE CO. 
Milwaukee, Wis. 
: 7 FRANK NOONE SHOE CO. 
THE COMPLETE q y : : Rockland, Mass. 


JOHN ADDISON FOOTWEAR 
PROG RAM ay : Marlboro, Mass. 
TOE SAFETY: MUSEBECK SHOE CO. 
Oconomowoc, Wis. 
WOLVERINE SHOE & 
TANNING CORP, 
Rockford, Mich. 
KUSHINS, INC. 
Santa Rosa, Calif. 
B. B. WALKER SHOE CO. 
Asheboro, N. C. 
VICTORY SHOE CO. OF 
BROCKTON 
Brockton, Mass. 
SPORTWELT SHOE MFG. CO. 
Nashua, N. H. 


: 
know one of their most important jobs is to safeguard 


safety engineers, everywhere. 


inquiries we have received as to where safety sh 


* Distributors 





Satety Box Toe Company 
S812 STATLER BUILDING - BOSTON 
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IS IT FAIR? 


2? 
) 

“a 

wd 


a case from the files of 


The American Arbitration Association 


The American Arbitration Association is a non-profit member- 
ship corporation, organized to advance knowledge and use 
of labor-management, commercial, and international trade 
arbitration. The award of the arbitrator in the case described 
below is not to be taken as an indication of how other 
arbitrators might rule in apparently similar cases 


LEANING silos was one of the get into the silo and clean it out 
A dirtiest, most dangerous jobs thoroughly.” 
at a cement plant in Upstate New 


York. So the labor contract pro- No dice: When the case finally 
vided that men who did it would reached an arbitrator, he agreed 





set overtime rates for the work. wholeheartedly with the employer. 

One man who was operating the There was no reason, he pointed 

silo hopper found there wasn't out, to believe that premium pay 

enough cement to fill an order. He was warranted for a simple job 

climbed up on a platform outside like that done by the worker who 

the silo, thrust his head and wanted more money. Punching- 

shoulders through a manhole, and down wasn’t dangerous: the worket 

used a long-handled tool to loosen always had enough of his body out- 

and push cement that had stuck to side the silo to let him get away in 

Famous for comfort, maximum the walls down into the hopper. It 1 hurry if he had to; there was 
protection and long service life. _— took him about an hour. small chance that he would be hurt. 
Featherweight but sturdy con- ; Next pay day. he learned he The labor contract clause was 
struction to suit your specific hadn't been paid overtime rates for written because silo-cleaning. when 
job requirements. Ample ven- a that hour. He filed a grievance. a worker was doing a complete job, 
tilation. Adjustable molded _~ The company said no overtime really was hazardous. The man who 
fibre headgear. Replaceable rates were due filed the grievance hadn't done that 
sweat pads. A style for every , “All vou did was a routine bit kind of a job. Therefore. he had 
job. of punching-down required by you no reason to complain about getting 


: job.” the foreman said. “Time and regular pay rates. 
Write for complete Head & Eye 


Protection catalog and name of 
your nearest Dockson Dealer. 


a half is paid only when you actually Grievance denied. @ ®@ 





Note to workers ... hand, too, in the machine. Loss 
“We can.” savs the Safe Super a great deal of hair, torn out by 
isor. published bv the safety e roots, and one finger 

department, Cities Service Oil 

Company, Wilmington, Delaware 

‘tell you one out of every 1] em Wise Owls . 

ployees will be injured this year ee ee ee ey eae 

but we can’t tell you who—that’s Prevention of Blindness, sponsor 

of the Wise Owl Club. reports 

that more than 13,000 industrial 


up to each individual.” 


: ? workers have saved their sight 
Crowning glory with safety eye wear during the 


The drive shaft wasn’t last 10 years. The club has mem 
guarded. The woman machine bership of more than 2,500,000, 
operator wasn’t wearing a safety scattered among 1,600 plants 
cap or hair net. So when she throughout the United States, 
reached beneath her machine, Canada, Cuba, and Puerto Rico. 
her long hair tangled around the Members.” says the Society 
drive shaft. She grasped the hair represent $50,000,000 in com 


with her hand—and caught the pensation savings alone.” 
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S-4209 Straight-tip crushed 
grain. Russet brown. Leather 
lined steel toe box. Oak-tanned 
leather sole Neoprene heel. 

B 8-12; C 7-12; D 6-13; E-EE 6-12. 


Announcing new Thom McAn 
soft grain Safety Shoes 


Here Is the very latest idea in Safety Shoes, pioneered 
by Thom McAn. 

These new shoes are made of handsome crushed grain 
leather, specially tanned by a new process. This makes 
them soft and comfortable to wear. And Thom McAn’s 
leather-lined steel toe box assures complete protection 

You can see their style for yourself. Rich russet brown 
in color, they ‘re ina classically simple design. Note the 
bold white stitching all round the welt. They can easily 
be worn as dress shoes. 

Let your men see samples of new Thom McAn soft 
grain Safety Shoes right away. They’ll appreciate the 


modern style features and extra foot comfort, all at 
Thom McAn’s well-known money saving prices. 


BUY THEM THREE WAYS: 1. Directly from Thom 
McAn warehouses for plant inventory, or on mail-order 
basis. 2. Through Thom McAn’s special In-Plant Fit- 
ting Plan 3. At Thom McAn Shoe Stores which are 
nearly everywhere. Send today for details on Thom 
McAn’s special money saving plans — plus full descrip- 
tion of the new Thom McAn Safety Shoe line. 

Write: Thom McAn Safety Division, 25 West 43rd 
Street, New York 36, N.Y. 


©1957 Melville Shoe Corporation 


Thom McAn 


SAFETY SHOES 


A Division of Melville Shoe Corporation 
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Now! 
in their 5th year 
the original 
NEO 
CORD 


with Nylon cord 


BEST KNOWN 
SOLES & HEELS 
| 4 IN 
Bakesee + THE WORLD 


"Sell ‘em the shoe with the Sole for the job* 


Gro-Cord offers the only complete line of industrial 
workshoe soles that enable you to assure workmen of 
greater satisfaction through comfort—safety and longer 
wear, regardless of job conditions. Get acquainted with 
the complete line of Gro-Cord soles and heels, today! 





RESISTANT TO 
OILS, HEAT, 
ACIDS, CAUSTICS 


“BROWN 
OR BLACK 


REGULAR OR 
EXTRA WIDE 
CONTOURS 


NEO-SUPREME 


GRO-CORD RUBBER CO. 


LIMA, OHIO 


Caredion Plant 
GRO-CORD RUBBER CO. of CANADA LTD 
Tillsonburg, Ontario 





egeohowre inc. © 


MANUFACTURERS 
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STONEHOUSE SIGNS 


For Accident Prevention 


The fire siren! It tells of danger, destruction, loss. But before 
it ever sounded, there was a cause. Carelessness usually 
sparked the first small tongue of flame. 


Jobs, property, even life, often pay the heavy penalty to fire. 
Its toll runs into staggering loss of investment and human 
values yearly. 


Day and night these signs stand guard against the chances 
of fire. They warn workers of hazards and how to overcome 
them — help save property, jobs, life, at modest cost. 


Our complete Catalog—64 pages, 
in full color—free on request. 


Stonehouse Bldg., 9th at Larimer @ Denver 4, Colo. 


“Signs Since 1863” 
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NAMES IN THE NEWS 


people * companies * associations 


MANUFACTURERS: 


Hild Floor Machine Co., Inc., now 
maintains its main office and plant at 
1217 W. Washington Blvd., Chicago, Il 


Phe ew building affords 


\ $200 000 

Springfield, Mass 

John H. Breck, Ine., have 
Phe f tie | prov 


s wil 


Cor gan 


Houghton & Company's ¢ 
ts Detroit, Mich., facility 
ted I mpletion Dy late 


it Detroit 


: pre ill i 
prog 
. S. Safety Service 


with these exclusive Buco advantages 


AAA quality long-wearing cotton twill. 
Extra warm napped and felted lining. 


Fine quality web elastic strap affords complete com- 
fort. Positive safety lock on strap adjustment. 


Nickel-plated rust-resistant snap fasteners. wae 
. ° 0 ticul emphasis has been placed 
Completely Sanforized and Mercerized for wash- et ri sith Mae , 
cine on enlargement Ot rese ch, aevelopment, 

thity. ' 
ability id ng departments and acquisi 

tion o i1utomati« recision equipment 
At last a full liner that offers true wearer comfort and 

full weather protection! Fits snug to protect head, hair 
and ears from dust and dirt. Extra and superior features the establishment of a division 
longer wearing qualities add up to real economy. of applied visual science, which will in 


clude an ophthalmic instrument depart 


litmus Optical Co., Inc., has an- 
] 





nounce 


a research and information de 


JOSEPH BUEGELEISEN COMPANY . H. Scott, Inc., Cambridge, Mass., 
21220 West 8 Mile Road + Detroit 19, Michigan mnounced plans for the constru 





continued on page 90 
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| CESCO...nicHt-seFone YOUR EVES! 


Now CESCO gives you 


re style, comfort and safety in 
LITE-SPEC ay EW o 


Plastic and Metal Frame glasses 


Smart styling com- 
bined with practical on- 
the-job utility are the 
features both you and 
your employees will like 
No. 255 q about these new open- 
LITE-KLIPS type safety glasses by 
CESCO. Combination plas- 
tic and metal frame gives 
the appearance of attrac- 
tive personal glasses, yet provides a lens rim and comfort bridge pad— 
durable, long-wearing frame in which affords full closure at nose section to 
lenses can easily be replaced. Result: keep out foreign bodies. Plastic is 


glasses last longer, save you money. unaffected by skin oils or cleaning 
— ; All-in-one plastic section forms partial agents. Other features include: 
</ AVAILABLE IN 2 SIZES + 46x39 mm (No. 326) 


: 48x41 mm (No. 328) 


No. 562 SHAPE OF LENS « F-7 in clear and anti-glare safety glass 
COVERLITE and Cescolite plastic 


goggles FOUR BRIDGE SIZES - 20, 22, 24 and 26 mm 


CHICAGO EYE SHIELD COMPANY + 2707 Roscoe Street, Chicago 18, Illinois 

OFFICES IN: Atlanta, Baton Rouge, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, 
Columbus, Dallas, Denver, Detroit, Houston, Kansas City, Knoxville, Los Angeles, 

Louisville, Mexico City, D.F., Milwaukee, 
Montreal, Orange, Peoria, Philadelphia, 
Pittsburgh, Salt Lake City, San Mateo, 

Spokane, St. Louis, St. Paul, 
No. 565 Toledo, Tulsa 


ASK your CESCO Safety 
Equipment Distributor 
to show you these new plastic 
flexible plastic and metal frame safety 
goggles glasses and the many other 
safety glasses and goggles 
in the CESCO line 


CESCO fay sor sre» 
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creeps up| 


NEW 
10-INCH 
HEIGHT 
Stock No. 
1926 


LOTS OF WEAR — lots of good looks — lots of cold- 
weather comfort combined in this new Lehigh 
THERMA-LINER! The upper leather is soft as but- 
ter, highly water-repellent, padded throughout with 
insulating Vinyfoam to keep out cold. The sole is 
Goodyear’s new Elasto-Crepe, a pure gum crepe sole; 
exceptionally lightweight, yet springy and long- 
wearing—deeply grooved in the new “creeper”’ pat- 
tern. It makes as fine a hunting boot as it does a safety 
work shoe. Order a pair for display NOW. 


Emmaus; Pa. 
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' FOUR of 29 children hospitalized 
~~ when they inhaled chlorine gas escap- 
its \ = ing from a broken line at a Peshtigo. 


\ 
oo at ‘ Wisconsin. paper mill. 
“ A 
4 


its hazards 


and what 
to do 


about them 


death Ahead of th 


diers maneuvered 


the winds that drove 
ieavy. vellow- 
It was 1915. 
was meeting the t ga CK es rigt ! vil it I f ( our £ 
World Warl... is | rritate the body ur t! f the equipment 
Almost 20) vears tater, i iid | iporat stantly lal Masks 
tigo, Wisconsin, children o i ; ire | provide de to } ept ose to any possible 
home from school suddenly ; 
coughing, sneezing. feeling sick 
Some grew hysterical, dashed 
home. One dropped unconscio 
or the walk I t eeded at any 
Two men at a nearby rvi hand: then, as half the number is 


sterilized and serviced. the othe 


tion fell. A’ salesman ss Protective equipment 
the area collapsed, half remains ady. Each mask 

Peshtigo police, the county shetr ! can be handled safe hould be stored in vinvlite sheet 
iff. the Ansul Chemical ympany lo sot right equip 
Rescue Squad from  Marinett il training of ( fumes 


(seven miles away). came with 


as protection against corrosive 
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CHLORINE: ITS HAZARDS 





Slight symptoms of 
exposure 
Noticeable odor 
Maximum that car 
serious effect 
Irritation of th 
Coughing 
Dangerous effects in 
Likely to cause deat 


Information taken from U1 
248, “Gas Masks for Gases 





Figure 1: Symptoms Following Exposure to Chlorine 


hting Fires 


Parts of Chlorine Gas 
Per Million Parts of Air 
nours of 
1.0 


a) 


10 
15.1] 
40).2 
40-60 
1.000 


Sureau of Mines Technical Papert 








Full protection against chlorine 
exposure calls for wearing rubber 
or other resistive synthetic clothing 
If this seems to make movement 
hard in winter or too hot in sum 
mer, infiated suits may be substi- 
tuted: these suits can be air-fed by 
the same line that normally would 
supply face masks, but no masks are 
necessary when the inflated suits 
worn. 

Most workers 


need full protection: they are sub 


however. don t 

ject to infrequent and comparatively 

mild exposure. For them. 

sistant svnthetic work uniforms are 

enough—when masks and other p 

tective equipment are at hand. 
This “other 


ment” varies with the kind and 


protective é 


amount of possible exposure. Satety 
glasses are important: but for more 
than-minimum exposures, cup go 
gles with splash-proof shields (to 
provide some ventilation and_ to 
help eliminate fogging) should be 
worn. Extreme exposures demand 
water-filled goggles for best protec 
tion, 


Handling containers 


There’s a trick to handling chlo- 
rine containers safely 

Most users buy chlorine in eylin- 
ders weighing 100 to 150 pounds. 
Each cylinder has a fusible plug. 
to 165° Fahren- 
heit; it prevents build-up of too- 


set to melt at 158 





which may bring 
Don't 
with the plug. and keep it away from 


high pressures, 


about explosions. tamper 


heat; once the plug softens, all the 
chlorine in the eylinder ese apes. 
Che eylinders should be moved 
on rubber-tired hand trucks. with 
the cylinders secured to the trucks 
ibout two-thirds of the way up by 
\ rope 


magnet, or chain sling never should 


means of clamps or chains. 


be used with chlorine cylinders: if 
hoisting cannot be avoided, do the 
lifting with a cradle. a clamp. or a 
irrier. 

On rare occasions. a leaking chlo 
Pack the 


valve in dry ice; that cuts vapor 


rine cylinder is found. 


pressure until the fumes are stopped 
Then the cylinder can be moved, by 
someone dressed in the full prote: 
tion equipment weve des ribed. to 
some safe area: there, the valve can 
be opened to release the cylinder’s 
entire contents, 

Because chlorine is corrosive, 
sometimes _ stick. 


cylinder valves 


especially in moist atmospheres 
The stuck valve may usually be 
loosened by backing off the packing 
eland to free the fiber washer and 
If that doesn’t 


work, freeze the valve top with dry 


then re-tightening it. 


ice until a complete repair job can 
be done. 

Many users of quantities of chlo- 
rine receive their shipments in ton 
tanks rather than in cylinders. Each 
tank end (or head) has at Jeast three 


Mine Safety Appliances Co. phot« 
CANISTER masks may be used safely 
in many areas in which chlorine is 
apt to be a danger, but fresh air 
masks are better for high concentra- 
tions, 


fusible plugs adjusted to the same 
melting temperatures used in evlit 
der plugs. Jib cranes or overhead 
rail hoists of at least two tons ca 
» to lift the load not 


less than n feet above railroad 


pacityv an 


track rails are required for remoy 
ine the tanks from the speci il flat 
irs manufacturers provide. 


After the tanks are off the cars. 


verhead ho} I 


special trucks 
be used to move 

them to rage ol production areas 
When tank cars of chlorine are 
delivered. thev generally are set o1 
private sidings: the chlorine is 
drawn off directly to production. 
rathet 


tanks 


as in the 


than emptied into storage 
(There are some exceptions 
The car 


must have its brakes set, must have 


Peshtigo case.) 


its wheels blocked, and must be pro 
tected by a derailer at least one car 
length from the open end of the sid- 
ing, Interstate Commerce Commis- 
sion regulations require that warn 
ing signs be set up while unloading. 

When 600-ton tank barges are 
used to deliver chlorine, about the 
same general type of safety rules 
apply as apply to tank car deliveries, 
except that piping and unloading 
arrangements must he approved by 
the United States Coast Guard. @ @ 


Factual data for this article came from 
Chemical Corpora 
tion; Diamond Alkali Company; and 
Paul C. Ziemke, safety engineer 


Columbia-Southe rm 
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600,000 Americans 
have inflamed skins 
as a result of their 


work. 


—American Medical Assn. 


f WOULDN T make a safety mar 
| bolt out of h There 
was no explosion, no 
Only a calm call from a 
told John 


and safety director. Brush Electro: 
Ohio. he 


sire! 
loremal 
chief 


security 


Dawson. 
ics Company, ¢ leveland. 
had trouble 


| wo women W 


serious trouble 
irkers had been as 
Early 
bothered by a 
up first their 
their necks. Rub 
bing made the itching worse 
By 
both women had considerable swell- 
the 
The rash had spread badly. 
The off for 


medical care, and the safety depart 


sembling electrical parts 
the week thev'd been 
rash; it showed 


on 
hands, later on 
either 
the time Dawson was called fy mm shop towels 


and eves About 
epoxy resins ar 
by Ameri it 
in the manufacture of 


ind 


, 
electrical 


Background: 


pounds of 


ing itching around 
innually now 
trv 
ment began to look for the cause tive 
of the dermatitis. 
to be 
solvents 


women were sent 


aircrait tools, 


Tools. raw mate bodies. 
and adhesives 


ind 


ites, 


rhe 


rials, parts assembled. oil. paints, 


greases, everything was thei 
checked. No 
new materials had been taken into 
the 


their long 


resins 
Findings: negative. 
some people he 
tl others don't. 
women jean, director of the 
Hygiene & Industrial 


ome 


recently; vet never in Dr. I 


had the 


section em: 
service 


gotten rashes. 
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assemblies. 


harde1 
resemble poison ivy in their ¢ 


sensitized t 


Institute 


Physiology. 


What's the Danger From Epoxy Resins? 


f Technol- 


tute « 
kers wt 


wor o used 
resins, found 
slight dermatitis 
severe Cases, 

per ple, the resins 
effect. That is, 


sensitized, 


many 
cumulative 
mar is 
mildly. he’s more likely to 


! 
severely 


even 


from further ex- 


Ordinarily. normal and 


hy pe r- 
told 


just one case 


workers cant be 


have 


sensitive 


ipart. but if you 
f dermatitis in where 


an area 


resins are used, vou can he 
(1) 


rs arent taking necessary 


epoxy 
sure of two things: your work- 
precau- 


2) other workers are apt 


ns 


if 


Protection: Here are some wavs 
ivoid trouble: 


Personal hygiene. This is easilv 


ffec he most important factor in pre- 
enting dermatitis. 
1. Wash hands with a mild soa] 


emulsion before and after work. 


(ra 








lorkers in 


AN 


Steel Toe 
& 


SAFETY BOOT @ 


More and more workers are turning to 
higher safety shoes. They appreciate the 
extra above-the-ankle protection they pro- 
vide. Workers also like the added support, 
the safety, and the convenience that permits 
tucking in trousers. 

The new 8-inch Iron Age “Tall Texan”’ is 
patterned after a typical range boot. It is 
comfortable, durable and has a host of fea- 
tures that contribute to utility and value. 
The uppers are cut from genuine golden tan 
Dupont Quilon leather. They dry out soft! 
And most everyone knows what Quilon 
means in terms of extra wear. 

Other quality features include Seiberling 

Oil-Pruf sole, full leather middle sole, Syl- 

flex storm welting, Dacron stitching, raw- 

hide laces, brass hooks and eyes 
Ask your Iron Age representative to 
demonstrate. Call him in now or 

write us and he will see you. 


No. 685 
C613 D6-13 
E 6-13 EEE 6-13 


a a 


‘ge | H. CHILDS & CO., INC. 
Pittsburgh 12, Pa. 
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FIRE 
PROTECTION 
FOR INDUSTRY 


W. B. KLAUS 


lidewater’<s western fire 


(right), manager 
protection 
department, discussed fuel cut-off 
methods with a San Francisco Fire 


chief 


special demonstration of ways to fight 


Department deputy during a 


oil fires. 


Tidewater Oil Company 


believes it pays to 


Keep Public Fire Departments Informed 


XPLOSIONS . . . vast clouds of it to 1 
E thick. black smoke - O ther flamn le materials may 
bright flashes of leaping ibjected. Bring down the exposur 
They make spectac ular pie fl 


make 


watching humanity quiver with ex 


casional 
flame. 


temperature. and the exposed 
tures for newspapers. They ; 


apt to spring 


citement. 
They re the marks i 
smoke-eaters. 


were attending 


sized oil fire. 
Yet oil fires are a lot less likel 
than several other types of fires t 
There are f them at Tidewater’s Avon Re 
oil fires. as inery. near Martinez. Califor: 


there are with paper. wood, brush. 


onstration held especia 
breed real conflagrations 


no burning brands with 


Show: 
ry wide rural acreages crew put on 
smoke from 
oil fires tends to absorb the heat rave 
tion of the steps it takes in teacl 


or forest fires. to carry flame across Tidewater's 20-n 


city blocks 


Besides. the 


quite a show 
heavy isitors. On a small scale. the 
pretty thorough demor 
of burning gases. to reduce what 
ing all new refinery employees how 
That 


fire-fighters call “exposure temper- 


ature’: the amount of fire-generated to combat fire. meant tl 
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about 20 different “live 
were staged. in addition t 
ng of the company-produced 1 
“Petroleum Fires.” 

William F. 


before was appo 


Murray. who 
short time 
fire Francisco. 


hief in San 
learned of the Tidewater svsten 
fighting education and had asked 
» be allowed to send key 


he Avon 


training in licking oil fires. 


Refinery for similar 


San Francisco Fire Depart 
ent can’t give the refinery any 
help. but Tidewater still felt it would 
he a real public service by granting 
Murray's request 

Training: As the show indicated. 
everv new Tidewater worker is given 


ied on page 


37 








Important design improvements in these Ansul Extinguishers 
give you more fire fighting power at no increase in price. 
Three years of research and more than 2000 fire tests turned 
up some significani new information on dry chemical extin- 
guishment. A 


Ansul engineers were able to design these findings 


into three new extinguisher models, the 10B, 20C and 30C. 


Result, greatly increased fire fighting power. All Ansul equip- 


ment Is Dac 


cked by a five-year warranty. This is the best way 


VAS € 


we know to say Ansul fire extinguishers are the finest of their 
kind made anywhere. 





The Ansu! Chemical Co., Marinette, Wisconsin alli ticia: .. Bie 
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At 86 cents each, Lockheed Aircraft finds that 


18,000 Hearing Tests a Year Pay Off 


pe EMPLOYMENT hearing tests 
arent a cost: they re an invest- 
ment. Why? 
hold that, 
claim for hearing loss is filed suc 
cessfully. the 
ployer is 


Because most states 
when a compensatio! 
claimant's last e1 
responsible for paying 
unless the employer can 
prove that the loss began before the 


benefits 


claimant went to work for him. 

As we pointed out in July 1957 
(“What's the Cost When Noise Goes 
to Court?”), a hearing loss clain 
may cost an employer up to $33.- 
OOO. And that cost still is rising. 
along with other compensation bene 


hits. 


Records only defense 


There’s almost no defense against 
i claim for hearing loss except i 
careful record that shows positively 
how much a claimant could hear 
when he was hired. 

So it’s good sense to maintain 


the kind of hearing conservation 


OCCUPATIONAL HAZARDS 


two pl ints: Bur! 


Van Nuvs. It started back 
t's bo sed by Dr. Charles | 
divisional medical direct 


the first eight yea 


ogram was In operatior 


During 


| M kheed emplovees wel Four classi ications 
I 


nce. | ist year. al ' . , 
After he s been 
tests were made 


Two ty pes of tests 
Nurses tra 


neters at 
od ken 


ire nvolved: 


ned in the use 
minister the | 
pp the recor 
Sweep test. This is 


screening eXxaminatio1 that 
perhaps five minutes. It « 

1 worker's hearing to hearing s 
ards set up by the medi 
partment: it weeds out those 


} 


icceptable hearing from those w 





Announcing at a special 


pre-publication price. Py 


Available Now! 


Edited by N. IRVING SAX 


Price Until December 31st, 1957: 
$19.50 
Price After December 31st, 1957: 

$22.50 


1,470 pages, 7” x 10 


Consultant on Industrial Safety, Nuclear Development Corp. ‘of America 


Assisted By: LEONARD GOLDWATER, M.D., Professor 
of Occupational Medicine, Columbia University 
WILLIAM B. HARRIS, Chief, industrial Hygiene 
Branch, Health and Safety Laboratory, U.S. Atom 
Energy Commission; JOHN B. HARLEY, Chief of the 
Analytical Branch, Health and Safety Laboratory 


U.S. Atomic Energy Commission; JOSEPH J. FITZ- 
GERALD, Supervisor of Radiological Chemistry and 
Physics, Knolis Atomic Power Laboratory, Generali 
Electric Co.; and MILTON S. DUNN, M.S., M.D., Medi 
cal Director, Rensselaer Division, General Aniline and 
Film Corp 


One of the Most Valuable Technical Books Ever Published 


This monumental volume is the eagerly 
awaited successor to Sax’s “Handbook 
of Dangerous Materials.’ The immedi 

ate success of the original book was due 
to the need for a convenient reference 
work on the hazardous properties of 
chemical compounds and other indus 

trial materials. It enabled chemists, 
engineers or non-technical personnel to 
find quickly whether a given compound 
or material is potentially dangerous 
and what precautionary measures must 
be taken. 

This new volume now fills this need 
to perfection. It is an entirely rewritten 
aa aeiaiy expanded version of the 
original work. ““Dangerous Properties” 


is truly a bible of safety information. 
Every aspect of industrial safety is in- 
cluded, and arranged for practical use 
In addition to encyclopedic information 
on the hazards of over 8,500 general 
chemicals and industrial materials, it 
also contains vital safety information in 
comprehensive sections. A glance at the 
contents will indicate the book’s invalu- 
able subject matter. The objective of 
providing a quick, single SAFETY ref- 
erence for those involved in the manu- 
facture, use, handling, storing or ship- 
ping of hazardous materials is fulfilled. 

Here is undoubtedly the most useful 
and complete book on industrial safety 
ever published. 


A Bible of Safety Information 


Toxicology and First Aid + Ventilation Control » Personnel Protection 
and Personal Hygiene + Atmospheric Pollution » Radiation Hazards 
Industrial Fire Protection - Storage and Handling of Hazardous Mate- 
rials « Reactor Safeguards + Allergic Disease in Industry + Alphabeti- 
cal Listing of Over 8,500 Chemicals and Industrial Materials Includ- 
ing: Synonym; Description; Formula; Constants; Toxic Hazard Rating; 
Fire Hazard; Explosion Hazard; Disaster Control; Storage and Han- 
dling; Labeling « Shipping Regulations » Synonym Index 


Take Advantage of This Special Pre-Publication Offer! 


ORDER NOW AND SAVE $3.00. 


Send No Money! Examine This Fabulous Work ON APPROVAL! 


Fill out the coupon below and your copy of DANGEROUS PROPERTIES OF 
INDUSTRIAL MATERIALS will be sent to you promptly. 


REINHOLD PUBLISHING CORP., Dept. M-199 


430 Park Avenue, New York 22, N. Y. 


MAIL THIS 
COUPON Topay 


Please send me DANGEROUS PROPERTIES OF INDUSTRIAL MATERIALS to read and examine 
In 10 days I will return the book and owe nothing, or I will remit $19.50, plus postage 
I understand that the special pre-pub offer expires December 31st, 1957 


NAME____ 
ADDRESS____ 
CiITY_ 





2 a 1 i S 





() SAVE MONEY! Check here if you ENCLOSE payment, in which case we pay all shipping charges. Same 


return privilege. Refund guaranteed. Please add 3% 


order only. Do not enclose cash! 


sales tax on N.Y.C. orders. Send check or money 


Circle No. 33 on reader service card for more information 
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HEARING TESTS 





LB. l nacceptable {or work in 
noise that goes above 85 decibels 
The group takes in those who have 
some chronic disease of the ears of 
auditory nerves. who have tempo1 
ary hearing loss. who have a his 
tory of not being able to resist 
noise well. or who have a perma 
nent binaural loss running betweer 

and 30 

{ ceptable for work 

bui not where being 
vht be dangero 


iural 


ran 17.178 hearing tests f 
69 Job applicants. About 95 
icants qu ilified for Group 
973 were barred from nois\ 
th 


lose areas with sound rar 


| or 
if ¢ Go decibels 


W orkers whose jobs take then 


into high-noise 


sections of the 
plants are tested once or twice a 
vear. Borderline cases ire tested 
periodically, too: cases of this type 
wcount tor two or three out of 
evel LOO new employees, 

Each year. a fraction of 1 of 
the older Lox kheed workers have to 
be transferred from high-noise areas 


to more quiet ones, 


Four symptoms of loss 


Ordinary conversation falls be 
tween 500 and 2.000 sound eyecles 
per second. The first loss of hear 
ing usually shows up around the 
LOO-cycle level—tones well below 
conversational range. For that rea 
son, people who have begun to lose 
their hearing often don’t know 
about the loss unless thev have been 
accurately tested. 

Dr. Barron feels fou symptoms 
of hearing loss are significant: 

l. A loss of more than 20 deci- 
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bels at 4.000 cycles per second. (It 
calls for periodic tests. } 


2. A loss of more than 


15 deci 
(compared to results of the 


first hearing test) at 1.000 to 2.000 


bels 


Sat v4 Flore Done 


FOR THE PRICE 


cyV¢ les pe r se ond. 
3. Progressive binaural loss of 
than 10% at 


evcles per set ond. 





more 500 to 4.000 


1. Binaural loss of more than 


0°. regardless of any original 


hear ing test results. 


Two tests taken 


If a 


that a worker has experienced a< 


period hearing test show 


ihttant hearing loss since the 
ording to Dr. Barron’ 
41 symptoms). the medical 


if the 


test | ac 
nent tries to find out 
le mporary or permanent 
yorker is called back the 

ng for a second test. to see 
atter 


nearing an all-night rest) has 


ne up to acceptable standards. 
If the 1Oss Is recorded iW the sec 
ond test. the medical departme 


looks for the Has the work 


er beer o enough ear protec 


caus 
weal 
Has he 


uffs. or both? 


t r) 7 ] 
tion: ised ear 


o« ear 


tu 


Equipment supplied 


No need to split 
Lockheed pro 


protection equipment. 


vides plenty your porter in half. 
Since 
reach 140 decibels 


parts of the plants, the comp: 


l¢ vels 


There’s an easier way. 


made a cor 


tinuous drive to 


workers to wear plugs or muffs 


both in anv noisy areas. About 65° 


LEGGE Polishes perform so effectively, 
so much longer, that most buildings 
report reductions up to 50% in main- 


the big stripping job. Your crews sim- 
ply renew the shine from time to time. 
You can save even more labor by 


f the 


ireas do 


tenance time. And as you knew all 
too well, time is money. You get 
floors done in the time it takes to do 
one. And for the same cost. 

Traffic can’t “walk off” LEGGE Pol- 
ishes. They stay on the floor where 
they belong. Only rarely do they need 


7 
production force in these 


wear ear protectior 


using famous LEGSURE on your resili- 
ent floors. Scuff-resistant, slip resistant, 
LEGSURE gleams without buffing. If 
you prefer a buffable material, there’s 
a Lecce Polish made to order for 
every type flooring and to suit every 
requirement 


WALTER G. LEGGE COMPANY, iNC. 


Dept. O-11, 101 Park Ave., N.Y. 17, N.Y. 
Branch offices in principal cities. 


In Toronto — J. W. Turner Co. 


equip 
ment now 





WANT BABY PHOTO 
REPRINTS? 





See page 59) 


1-19 copies, 25e each 
Here’s An Added Bonus: 
LEGGE Polishes go up to 
75% beyond U. L. anti- ! 
slip requirements. And the - 
Safety lasts. Slip-Meter tests 1 
show as little as 4% loss ; 
of slip-resistance after 16 , 
weeks. You save on the cost 1 
of accidents by preventing ; 
! 
1 
1 
' 
1 


20-49 copies, 20e each 1 
1 Walter G. legge Company, Inc. 


101 Park Ave., New York 17, N. Y. 





50-99 copies, 15e each 








( heve___..._..sq. ff. of............... (composition). 
Show me how LEGGE con cut my maintenance costs. 
No obligation to me 


Over LOO copies, l2¢ each 


Orders must reach Occu- 
PATIONAL HAzarRps by the 
10th of the month follow- 
ing publication. Shipment 
in 10 days. 


Nome 


Firm 
them. Learn why “You're 


Safe when you have LEGGE 
to stand on”. 
pon today. 


Address 
Clip the cou- 





City Zone State 


Circle No, 34 on reader service card for more information 











OCCUPATIONAL HAZARDS © NOVEMBER 1957 41 





Blindman's 
Butt 


ALK ALL you like 
300,000 eye injuries 


place in American plan 
Tell your workers is 11 they 
about the $200 miilion the 
juries cost business. Run on 
the $19,000 (or whatever it 
vour state) a blinded mar 
vet in compensation benefits 
maybe, for three and a half 

That kind of argument 
enough. The figures are as cold 
a dog’s nose. 

Tokheim (¢ orporatior 
Wayne. Indiana. knew that. 
long ago, in a volunteer te 
used Luke Sievers, a company 
chinist, Tokheim built up 
feature for its employee mi 
Progress Veu s. that carried the 
pact of a s00-ton forge. 

The feature. conceived, writt 
and photographed by Tokheim’s 
Dale Bennington, showed workers 
what it means to be blind. The game 
of blindman’s buff that machinis 
Sievers played one Saturday at 
home was, when translated into the 
pictures: reproduced here, a vivid 
demonstration that (as Bennington 
put it) “once-familiar rooms were 
strange and terrifying places. full 
of obstacles and hazards and dark- 
ness.” 

Given a volunteer and a goo 
photographer, any saiety man can 
put Bennington’s idea to use in his 
own drive on eye injuries. It’s a 
far more effective way than 
figures to teach the value 


protection equipment. @ ® 


FOUCH was the enly way Luke 


“blindman’s buff ordeal began. 


SIMPLE ACTS 


taut 


nerves. 


like 


finding 


shoe . 


Sievers 


sudde nly 


could 


he came 


his daughter after the 


difficult, 


wrenched 





EATING was a problem, Food had to be cut up by his wife. WHAT good is a home workshop when you've gone blind’ 





DRIVING, of course, was out of the 


question: riding was little fun. 


rv? was enjoyment for the rest 
of the family, not for Sievers. 


4 


iio, 2 ia 


“THANK GOD ['m not really blind!” Sievers exclaimed, as he polished his 
safety glasses in the Tokheim plant, after the test was over. 
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HE WAS a carpenter, repairing a pallet at the Sutherland Paper Company 
plant, Kalamazoo, Michigan. A screw-type nail flew up, smashed into one lens 
of his safety glasses so hard it lodged there. He was unhurt. 


300.000 eye injuries occur in industry each year... 


Eye Protection Equipment 


4 CLEAR LENS is used in the goggles or face shields worn 4 FACE SHIELD with a green lens protects calciner 
by workers at the Sayreville, New Jersey, plant of the operators at the Sayreville plant against glare, heat. and 
Titanium Division, National Lead Company. flame when they light calciner burners. 


GREEN LENSES, set in acetate frames with ACID AND DUST-PROOF clear lens plastic goggles which can 
side shields, protect Titanium electricians be worn over prescription glasses keep dust and liquid splashes 
against glare and dust. away from the eyes of Titanium workers who move-bulk sulphur. 
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FIRE 
ONS PROTECTION 
FOR INDUSTRY 


POST INDICATOR valves should be kept 
open always, checked often to make sure 
they are open. These valves control entire 


sprinkler systems. 


It Pays to Pamper 
F 


ove! 


(mer ican 
50% 


IRE DAMAGE to in- 


dustry in 1956 


1955. 


Was up 
e-| 
showing property damage 
hit 


accounted 


oss fires those 


ol 


Larg 
more 
$250.000 hardet 


than each 


they for al- 
most a fourth of the total fire 


last 


than ever: 


loases 
year. 

Prime cause for this was lack of 
early detection. “The First Five 
Minutes Make the Difference” 
HAZARDS, 


® Hang 


sign 


\ ilves 
OCCUPATIONAL ousi 


1956) 


central 
Half the 
due 


fire 
Keep 


indi ator 
he 


is more than a slogan, more 
title it’s 
of fire damage gets its 


“off shift.” 


than article a fact 


About 


start when plants ire 


in 
ire 
oor 


Oo” ¢ 


w he nh 


That's where automatic sprinkler 
They 


not only “feel” fires almost as soon 


systems put in their innings. 
' 


as the fires begin, they do something 


0 ticular 


them. During the last 
they 


96.2% 


about 


or con- 


extinguished 
of all the 


were involved. 


years, 
trolled 
which they 


fires in 
& Nam 

hire depa 

You can’t wait for fire to show _ the 


Plan: 
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your sprinkler 


open 


supervisory 


valves can b 
® Assig 
valves: 
make sure the valves 


a fire alarm sounds. 


Your Sprinkler System 


ore Ss so more pres- 


ou 


water volume 


prinkler 


ind = vour 
Ne ither ( 
ike | 


system 
able to tell 
the fire 
plants, little 


an vou 


fs 1 
ve TOre 1e 


partment where 


ra } i tov n big 


iting raer sprawling 


; sunk. 


grown large while un- 
» suards have tried to 
out why fre departments have 


“Keep Oper : 


the 


sood-sized 
calle 


sprinkler valves—seal 


unless vou have some Mop-up: Mop-up” 


takes 


materials and floors 


“Operation 


station service . 
a lot more than seeing that 


are dried off. 
and that machines are put back in 
working cet- 
tinge ready fi 

Vhus: 

® When 
ck 


\ ilves. 


sprinkler system failures 


to having valves ose 


s break out. 


It includes 
fire. 


condition. 


wrenches right at the pos ir the next 
valves. Then, just in cas 


the fires out—entirely 
the sprinkler 
Don't do it 
fires that could have been kept small 


} 
flared 


¢ opened promptly 


t control 


4 


se 


n particular men to par- 
their job will be 


opel 


early: many 


' 


are 
up again when sprinkler 
Vaives were closed too soon. 


® Drain the sprinkler 


ystem 


> de ite , o mee he . 
e definite me n t neet the entire 
rtment when it arrives, to 


the 


where 


department 








AT WORK OR IN EMERGENCIES: 


New type industrial fire hose 
jacketed with 100% DACRON offers 


U. S. PAT. OFF. 


ou all these advantages 


* LIGHTWEIGHT, COMPACT 
* ABRASION-RESISTANT 


* RESISTANT TO MANY 
CHEMICALS 


* WEATHER- AND MILDEW- 
RESISTANT 


Now hose manufacturers make a fire 
hose that’s ideal for general use around 
the plant. It’s jacketed with 100 
‘“‘Dacron’’* polyester fiber and it offers 
unusual versatility because of the “‘just- 
right’’ balance of properties found in 
Du Pont “Dacron’’. 

First, it’s stronger hose(100°; ““Dacron’ 
has more than 200 pounds greater test 
strength than most conventional single 
jacket hose) and yet it’s about 25‘ 
lighter. It is easier to handle, and much 
more flexible than previous types. 

Hose jacketed with ‘“‘Dacron”’ is eco 
nomical to use for maintenance jobs be 
cause of its high abrasion resistance. It 








; 2 ¢ : stands up under day-after-day exposure 
A LEADING SULFUR PRODUCER uses hose jacketed with 100% ‘‘Dacron’”’ to fight fires both on to ment chemicals. too. Blane kackoted 
company property and in the neighboring company town. This new hose works out exception- re aah iea etl 
ae wie ; . with ‘“‘Dacron”’ has good resistance to 
ally well in industries where exposure to sulfur and other degrading compounds is a problem 
acids, salt water, alcohols, oils, hydro 
carbons and detergents. And this new 
. type of hose can’t be weakened by mildew. 
PROVED: Tests show how ““DACRON” gives improved performance.. I ; fens ana an ty, megs’ 
Du Pont makes “‘Dacron’”’ fiber, but 
does not manufacture hose. We'll be 
glad to send you the names of manu 
facturers of hose jacketed with 100‘ 
“Dacron’’. Write: E. I. du Pont de Ne 
mours & Co. (Inc.), Textile Fibers De- 
partment, Wilmington 98, Delaware. 


: —— FREE BOOKLET... 
SOIL-BURIAL TEST. TABER ABRASION TEST. CHEMICAL-RESISTANCE TEST. \ ee tells you more about the proper- 


The two samples shown were buried in In this test, hose specimens were com- Here’s what happened when three wae \) ties of hose made with“DACRON” 
moist, warm soil for 28 days. When re pared for resistance to abrasion. Each common types of industrial fire hose For your copy write to: E. |. du Pont 
ie kong onal ry specimen test was stopped at the point ered — wenn 17% solut de Nemours & Co. (Inc.), 5520 
right) showed signs damage by hose had theoretically reached its sulfuric acid for 24 hours 

bacterial and mold colonies. The spe maximum service life. (A“‘cycle” rep- Nemours Building, Wilmington 98, 
men with jacket of 100% “Dacron” resents one complete revolution of the 
(left) did not support the growth of abrading wheel.) 

microorganisms and was merely soiled 


CA) 242” hose, single jacket « 
“Dacron”, no apparent damage 
(B) 144” hose, conventional jacket 


(A) Rubber-covered conventiona! damaged. 

hose 4,150 cycles = (€) 214” hose, “Dacron” and coi 

(B) Single-jacket hose of ventional fiber, no damage to “Dacron” 

“DACRON” 12,500 cycles ee p 
(C) Conventional single-jacket 


hose 1,830 cycles REG. U.S. PAT. OFF. 


Delaware. 





NC FOR BETTER LIVING 


THR GH CHEMISTRY 


FIRE HOSE MADE WITH ‘“‘DACRON”’—easier to handle . . . gives extra strength... 
not weakened by rot and mildew 


Circle No. 35 on reader service card for more Information 
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How Convair stops Dermatitis before it starts 


A simple safety precaution is preventing dermatitis at the huge $71,000,000 aircraft 
plant of Convair at Fort Worth, Texas. SAFETY ENGINEER S. A. GROSS 
(above) tells employees how to protect their hands against outbreaks of 
dermatitis with West Protective Cream +311. They cooperate — with their own 


well-being in mind. The result has been a reduction in the incidence of dermatitis 
to almost nil. 


Would similar results interest you? Send the coupon, 


WEST DISINFECTING COMPANY, 42-16 West Street, Long Island City 1, N. Y. 
Branches in principal cities * In Canada: 5621-23 Ca sin Ave., Montreal 





Circle No. 36 on reader service card for more information 
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VISION SCREENING helps you three 


workers to jobs that will be safe 


accidents and compensation costs: improving production 


and employee efficiency. 


YI INJURIES themselves uf 
Fair for only 2.6% of the 
compensation claims filed last yea 
in Ontario. That was a little less 
than the general average: amone 
11 states studied by the National 
Safety Council. the figure ran 3.3 
in 1954. 

How many other 


caused by poor vision. 


injuries were 
however 7 
It’s easy enough to protect the eyes 
with goggles. safety spectacles. fa 
shields. welding helmets: but 

of the injuries to hands. feet. 
head, that may be the result 
ability to see well? 

Exact statistics can't answer those 
questions. But the California Opto 
metric Association, after thorough 
investigation of West Coast factory 
jobs, has estimated that “‘as much as 
90% of all decisions affecting safety 


are based on adequate vision” —that 


phot 
I 


Ways: assigning 
them: reducing 


imerican Optical Co. phot 


MACHINE operating handles are color-coded, but what 
good is color coding if the operator can’t tell red from 
the gray background of the lathe? Color perception tests 


help prevent injuries. 


What Will a Vision Screenin 


s. that safety of workers. in nine 
out of 10 moves which they must 
nake on their jobs, is depe ndent on 
whether or not they have seen some- 
thing accurately enough in the first 
place to know exactly what moves 


to make 


Steps to better vision 


How can a man’s safety be as- 
sured as far as his ability to make 
right decisions. to take right action. 
based on vision is concerned 7 

Two steps are needed: 

1. A survey of plant jobs. with 
special attention to lighting condi 
tions, accuracy of vision and kind 
of vision demanded, physical sur- 
roundings (glare, shadows, colors, 
materials and equipment), proc 


esses, 


2. Visual screening of employees, 


with particular attention to the way 
each worker's vision may be tiea in 
with the requirements of individual 
jobs studied in step 1. 

At least eight factors should be 
included in both steps: 

® Visual acuity. How sharp 
should vision be to handle the job 
safely and_ efficiently? Does the 
workers vision measure 20/20 or 
20/1007 Does he have the same 
amount of vision in both eves? If 
he breaks his glasses. what effect 
on his vision will it have? 

® Focus. 


lot of different movements. a lot of 


Does the job involve a 


jumping around from plac eto place. 
a lot of reaching, a lot of looking 
up from here over to there? Can 
the worker focus his eyes easily and 
quickly when different distances and 
vision needs are part of the job 


proce ss/ 
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At least eight factors must be considered in a successful 
vision screening program—among them. color blindness... 


8O T 
Fresults of Color Perception 
Test/na Steel Mill 



































ewe H/GH RATED GROUP — 
1 LOW RATED GROUP af of 
po | T doleded tT f 


AGE 20 AGE 30 AGE 40 AGE 50 AGE60  AGE/70O 


FIGURE 1. Among 6.000 steel workers rated by supervisors on efficiency, 
599.3% of the high group passed a color perception test: only 48.0% 
of the low group passed the test, Age made considerable 


ability to distinguish colors, just as it affects general vision 


¢ 











PER CENT PASSING TEST 

















difference in 


Program Do for Your Plant? 


work 
of wide-range 
ing. of taking in a considerable dis 
tance from side to side? Can tl 
worker see well at either 
out having to turn his head? 
© Depth perceptior Does the 
(a crane operators job is a notable 
example) demand ability to tell 1 
only how far away objects are 
exactly where they are? Can the 
worker see well enough to estimat: 
precisely where to drop his crat 
hook o1 precisely how far ahead 
him an approa hing vehicle is? 


t takes seven minu 
> Eve movements Does the to this “average” anv sper 
require Irequent eve movements olor discriminatior i equirements I r example 

Does it need someone who ca aur syst sed iob has definite dangers 
switch vision fast and accurate! workers against ticu inte the 


from a moving part to a motionless hazards 1 


handle and back again? Can th 


one whi does it has 
es the rob requ dis ye yA Vision. o1 top-notch dept 
between oral i eves that arent at 
worker maintain good vision whil res, between in of peering int 


es 


he’s moving his eves? nad ray wil 4 Is 
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SELECTION 


For safety wherever it 1 

to raise a man vertically throug 
a small opening ... Bashlin’s High 
est Quality Cotton or Nylon Web 
Manhole Harness. Will fit any 1 
mal size man 

One of the complete Bashlin ] : 
of Industrial Safety Belts and Ha 
nesses exactly suited to your need 
The Bashlin line also includes 


vlete safety equipment for linemen 
You Can't Afford Anything 
LESS Than the BEST— 

Gag BASHLIN 


Highest Quality For Over 30 Years 
I s j , 


Ask for . 
CATALOG NO. 54-S 


W.. BASHLIN CO. 


GROVE CITY, PA. 


Circle No. 52 on reader service card 
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IDEAS FOR SAFETY MEN 





“Shorticles” 
On Safety Themes 


SAFETY FIRST 


Board: A 
“Satety First 
Boa d” Was used 
by Telechron De 
partment of Ge 
eral Electric Com 
= pany at its Ash 
Massachus 
etts. plant to keep 


employees constantly aware of the 


-” land. 


progress ol the factory, safety-wise 

Space was provided at the bottom 
of the board for 
posters, Above, the big board read 
“Safety First—Keep the Whit 


Lights Burning.” 


standard safety 


| our months could be covered at 
slotted 
rotation of 


one time: 
mitted 


above safety 


openings per 
month names 
record columns. | 
squares below the names of the 
months, white lights burned to in- 
dicate that no disabling injuries had 
occurred; red lights pointed to one 


or more such injuries, 


20 cents: According to Edward 
M. Gaffney. chairman of the State 
Assembly Interim Subcommittee on 
Safety, 


spending only 20 cents per worker 


Industrial California is 
each year on-the-job injuries 

“It is pitiful,” Gaffney said in 
Vews. 
are putting out for safeguarding the 
men and women in industry. We 
are going to have to help the Divi 


sion of Industrial Safety get more 


California Safety “what we 


personnel to get the job done.” 
Although employment in the state 


up about 40 trom 1946, Gaft 
ney commented, only 10 new safety 
engineers have been added to the 
staff of the Division of Industrial 
Satety 

Phe California record is substan 
better than that of many 
of which still have no 
on-the-job safety programs of any 


Kind 


tially 


states, some 


Objectives: The Engineer's 
Digest of the United States Coast 
Guard recently referred to an in- 


surance company engineer who 
charged that “one variety of safety 
engineer” has a “growing tendency 
to forget his real objectives. 

“Too many are piddling with con 
test and accident records. quarrels, 
settling for a safety committee meet- 
ing or a routine inspection, trying 
every means at their disposal to re- 
duce the score of accidents, except 
by safety engineering. so that there 
will not be accidents.” 

The insurance company man was 
quoted in an editorial that dwelt at 
length on the OCCUPATIONAL Haz 
ARDS series, “What’s Wrong With 
Safety Statistics?” 


March April 1957.) 


(February 


Charges: The National Auto- 
matic Sprinkler & Fire Control As- 
sociation, 60 East 42nd Street. New 
York 17, New York, wants to know 
why it is that owners of sprinklered 


buildings must 


help pay for the 
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large amount of water required 
fight fires in unsprinklered proper 
ties. 

Little water is needed as a rule to 
combat fire in a sprinklered build- 
ing, the association says. More than 
éiI3% of sprinklered building fires 
are controlled by a single sprinkler 
head: 71% are controlled by three 

fewer heads. Because fires in un- 


sprinklered buildings 


crow before fire 


have time 
departments 
rive, they require huge quantitie 
water for extinguishment. 

The tax for water in many com- 
is the 
the sprinklered property owner as 
for the  unsprinklered 
And in addition, 


munities even 


munities. however, same for 


property 
owner. some com- 
have imposed a 
“standby charge’—a _ special tax 
levied on the water carried idle in 
sprinkler systems 

The association wants a quick 
end to this form of double taxation 
tax on water plus standby 
harge). and seeks an answer to the 
“Why should 


owners who use less water have to 


question, property 


pay the same tax as those who use 


more water?” 


Chain tester: 


THIS hydraulic chain-testing ma- 
chine has been set up in the Tor- 
rance, California, plant of the Na- 
tional Supply Company. One end of 
a chain is anchored: the other is 
linked with a hydraulic cylinder with 
a maximum pull of up te 50,000 
pounds. Any yield in the chain is 
shown by movement of a rod; pull is 
controlled by the operator, who is 
protected by a wire guard that can 
be lowered over the chain during the 
test. Hooks, links, and the crane 
link can be checked simultaneously. 
Chains are tested regularly to meet 
a load at least 50% their 
rating. 


above 





How To Get Rid of All the 
TELL-TALE Evidence 
Created by people at work. 


Modern versatile American Floor Machines and Vacuums clean 
and pick up all the dust, dirt and water wherever it is! 


to anot 


people l 


thi at require 


Amer 
You 
Ameri 
machines 
purpose 
requirements 


dealer or write 


PERFORMANCE PROVED MAINTENANCE MACHINE 


OCCUPATIONAL HAZARDS @ NOVEMBER 1957 


Ameri 


never find all workaday evi- 
n! That’s why you need your own 
m with push-type dolly. Then 
iirs, downstairs, from one room 
g up all the dust, dirt and water 
e. Happy busy productive 
rack evidence, no doubt about it, 
ist efficient job of clean-up every 
» proper control of sanitation 
>| Are Spec ifying dependable 


pe ople 


or scrubber-polishers and vacuums. 


lars pre every day by using 
modern, most versatile floor 
» American Floor-King and all 
in Vac-King in any size to fit your 
See your local sanitary supply 
for Bulletin No. 107. 


oor-Kings ond Vac-Kings 


of floor machines ond 


S @ SALES AND SERVICE iN PRINCIPAL CITIES 
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WHICH 
Scott Safety &ceathing EGuijment 


iS THE BEST FOR YOU ? 


Scott Air-Pak Model 6000-B4A 


[his is the “Sling-Pak” model especially recom 
mended for fast emergency work where seconds 


count. Complete unit weighs only 1914 pounds 


Tank holds 22 cubic feet of cool tresh air — enough 


to protect the wearer for at least 15 minutes at 
extreme exertion. Offers complete breathing pro 


tection at lowest cost. 


Scott Air-Pak Model 6000-A2MS 


The “Back-Pak” model carries the air cylin 
der on a comfortably shaped aluminum back 
plate. Complete weight approximately 30 
pounds. Will give breathing protection at 
extreme exertion for a minimum of 30 


minutes 


Bureau of Mine 
Approval No 


Scott Extension Model 6000-C6 


Permits safe, comfortable breathing for 
any number of workers at any distance 
from supply cylinder. Recommended for 
operations of 5 to 8 hours at extreme 
exertion. 6000-C5 same but with reserve 


air supply egress bottle. 


VISIBILITY UNLIMITED with the 
incomparable SCOTTORAMIC Mask 


All Scott Air-Paks can be supplied with the new 
Scottoramic Mask that affords unlimited vision 
in all directions. It enables the wearer to spot 


danger zones quickly for added safety. 


rating a Quarter of a Century of Progress 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 
229 ERIE STREET LANCASTER, N. Y. 


pply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co., 250 West 57th Street, New York 19. New York 
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When the Earth 
Shook 











YN Marcu 22, 1957, the Cali- 
(Mion. Bav Area was hit by an 
earthquake. A special report to Ov 
CUPATIONAL HaAzarbDs from Maurice 

Gershenson. chief of the state 

of Labor Statistics & Re- 
indicates that 19 work-con- 
injuries were recorded as a 
f the ‘quake 
of these injuries. Gershen- 
“were serious enough to 
ost time hevond the day 
cident. while ll required 
reatment only. One of the 
injured — seriously 
require hospitalization, 
ther was disabled about four 
of those hurt were hit 
objects that fell after being dis- 
lodged by the « arthquake. Six suf- 
fered strains or bruises while run- 
ning for building exits. Three were 
hurled against objects—one worker. 
for example. was thrown into a 
pressing machine 

Two fell from 
painter was thrown off a work 
bench. and a food plant employee 
was tossed off a pile of boxes. A 


telephone operators ear was tempo- 


elevations i 


rarily damaged by a loud noise over 
her earphones when the "quake 
struck. 

\ worker sprained het back whe n 
she tried to open a building door 
that had been jammed. and another 
was badly cut as he swept up glass 
broken by the “quake. ee 


Signs for Safety 


SAFETY 
SAFELY 


—THINK 
— ACT 


Wagner Sign Service hote 
U 


THIS GIANT illuminated sign has 
been set up at Erie, Pennsylvania, by 
the Yellow Cab Company there. It’s 
7 x 3316’, and has interior lighting. 
Copy, made up of letters two feet 
high, can be changed in a_ few 
minutes, 
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RIGHT OFF THE DOCKET 


Back injury: |i, 
nie Kate Wesl 


Heart accident: 


hed er yw) 


Off premises: 


Other workmen 
ind offered hel 
sick. thought he 
with him. was pa 
ol water 

He was taker 
part of the 
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e Yt IM! whinig 


America’s finest 
and most complete 
line of guaranteed” 


C teniwul 
AUDIOMETRIC 
EXAMINATION 

ROOMS 
engineered and designed 
for hospital use! 








See* 1AC’s Clinical Audiometric 
kxamination Rooms offer 
feranteed performance made 
ble by the hundreds 
oven installations of IAC 





Neurological research 
"@ Research of Heart Sounds 
age: and Anseultation 
Bo °. + A 


i pre 





Send coupon today for 10 
Reasons Why" JAC Clinical 
Audiometric Rooms are a 
must for your institution 
and complete details 








Industrial Acoustics 
Company, Inc. 

Dept. 96 

341 Jackson Avenue 
New York 54, N.Y. 
Gentlemen: 
Please send “10 REASONS WHY” and complete details 
of IAC Audiometric Examination Rooms to: 


MODEL 200 


Name 
Hospital 
Address 


Circle No. 40 on reader service card for more information 





RIGHT OFF THE DOCKET 





der. Another employee pumped up the tire and took 
Murray to the hospital. 

Testimony indicated that in previous years, when snow- 
falls caused slick or slippery conditions, the company had 
furnished a truck to tow employees’ cars from slick plac es 
in the parking area. 

Murray contended that even though he had left his 
employer's parking lot, the fact that he had to go through 
the alley to reach the main thoroughfare was enough to 
indicate he was still “substantially” on company premises 
He therefore claimed his fall 
arose out of and in the course of his employment. 

The Kansas court made these findings of fact: at the 
time of the fall, Murray had completed his work, had 
left his employer's premises. and was on his way home: 
he intended to drive through the alley to Hall Street; he 
had no work to do for his employer until the next morn- 
ing: the employer had no control of the alley; the acci 
dent occurred in the alley after Murray had left his em- 
ployer’s premises; ice 


at the time of his injury. 


ind snow on the alley where he 
fell were the result of climatic conditions and not of neg- 
ligence on the part of Murray’s employer. 

The Kansas Supreme Court. on review of the case. 
stated that with even the most liberal construction of the 
it could not be held that 
Murray’s injury irose out of and in the course of his 


employment. 


workmen’s compensation law. 


Claim denied 


Vurre 


When medical testi- 


a compensation case, 


Ruling stands: 
mony differs in 
and when the testimony is complete, the 
Missouri Industrial Commission is free 
to choose whichever point of view it 
wishes. 

That decision sprang from the conflict in testimony 
woven around the case of Ray Cardwell. who was a 
house-to-house driver-salesman for the White Baking 
Company. 

Was the death due to a heat stroke. 
or to heart trouble? 

During the day. the temperature had stood at 101. 
Inside the driver’s truck, it was even hotter. 


Cardwell died. 


Cardwell 
looked tired when he arrived home at 6:00 p.m., com- 
plained of a headache, had small wish to eat. 

He began sweating heavily, and a visiting neighbor 
noticed it. At about 9:00, Cardwell lay down for a nap. 
His wife was unable to awaken him at either 11:00 
or 1:00, and called back the neighbor for help. The 
neighbor saw Cardwell was dead, and summoned an am- 
bulance. 

A doctor from the coroner’s office said Cardwell’s 
death was due to heat stroke. Two other doctors, how- 
ever, insisted his death was caused by heart trouble. 

Both bits of testimony were based on sound reas- 


oning. The coroner’s physician had done an autopsy, 
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, ' ‘ 
and Cardwell had worked hard in extre at t weather r 1U da i treated 
. . z 
But heat stroke isn’t accompanied b 


oka 


vy extreme verspirati ! tul a ) I ree we 


ind high body temperature both of 


ipparently had experienced just before he hest repeated and lost consciousness 
The Missouri Supreme Court refused to t ‘ le "W ‘ i DI e¢ ) 10 davs He w is off 
It held that in such a situation. the Industrial Com: 
sion could select the medical interpretation it preterred ny ri! ] cept any more strenuous assign- 
ind that the court would not overrule the commission ut . f work becan te hard. he 


« would go home 
less its decision was obviously contrars r to his job, he was sweeping 


He had a 
hospital for 


of the evidens e. 


Claim allowed. 


f ] 
1¢ 


XT 


Heart case: The old questi 
ittack from an accidental injurv can b 
and in the surse of the employ met 
nnected t employment Was re 
urt of Oklahoma 
r the Eagle-Piche 
own. he had 1 
and 
ai limited 
gnments. Sometimes 
Vator other times. he 


he used 


Double trouble: Regula npensatio1 


fio, \I ec ‘fev, i ne rid the award tor 


wasn t 
0 ’ a , he doubled undet Massac hu- 


f) 





Combat Industrial Dermatitis with 


M-S-A FEND-SILICONE CREAM 


anima ace ween: 





...New formula utilizes advantages of 


silicones to protect against irritants 


The addition of silicones makes this remarkably 
effective bland vanishing cream chemically inert, 
adhesive, and water repellent. It goes on the skin 
smoothly and easily, and it is free from any “‘feel.” 
The invisible film is tough, durable. It protects 
against soaps, detergents, chemical dusts and pow- 
ders, dilute acids and alkalies. The cream is non-toxic, 
does not interfere with normal skin gland function, 
and is buffered to the average pH of the acid mantle 
of the skin. Available in 3 oz. tubes or 1 Ib. jars. 
Write for details. 


also M-S-A FEND BARRIER 

PROTECTIVE CREAMS 

AND LOTIONS 

Neutral and bland, Fend prod- 

ucts are available for a wide + 

variety of irritants. They are “AAS FAINE SAFETY APPLIANCES COMPANY 
easy to apply and remove—will A * . . 201 North Braddock Avenue, Pittsburgh 8, Pa. 


not irritate the most sensitive ‘ pian At Your Service: 82 Branch Offices in the 
skin. Write for details. United States and Canada 


Circle No. 41 on reader service card for more information 
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HOUSEKEEPING 
FOR INDUSTRY 


American Can Company 


has proved . 


How Paper Wipers 


Protect Plant Workers 


dermatity 
ly when workmen have ti 
scratches on their hands. The 

r cloth gathers quantities of oil 
dirt, which in turn affects sensitive 
skins seriously. 

What's more. waste 
wipers collect often-invisible 
of metal. glass. wood splinters, As 
the Wipers are used again and 
again, this collection grows—and 
frequently cuts, scratches, or gougs 
the hands of men who work. 

Because men learn about these 
things. they often refuse t wipe 
their hands, arms. and faces with ended. and so 
standard waste or cloth. preterring xpenses for collecting 
to let oily dirt accumulate on their 
skins to running the risk of injury. 
That skin accumulation can itself, 
in some cases, result in dermatitis 
or infection. 


OCCUPATIONAL HAZARDS © NOVEMBER 1957 





noBooy 


wants to 


much less $s plan 
you can STOP 
FIRES before 
they start 


with 


FIRE Mam |} CT 
PREVENTION Meanvace 
SIGNS PLASTICS 


and the new 


for SAFETY Biz, 


AM SIGNS 


‘EXPLOSIVE GAS 
SMOKING ser SMOKING 


ES) GS) swoxnc 
TO USE ON 


; ——— gr 
mes THIS AREA ONLY 


Man's best friend becomes his worst enemy! 
FIRE out of control in your plant or 
premises. .can wipe out a lifetime of work 
nvestment and dreams (and life and limb 
too in @ matter of minutes! 

The time to STOP FIRES is before they 
start with clear, concise, durable 
Ready Made FIRE PREVENTION Signs for 
Safety eee 


SIGNS 
for SAFETY 


READY MADE SIGN CO., INC. 
signs for industry since 1861 
115 WORTH STREET * NEW YORK 13, N. Y 


OVER 2,000 STOCK WORDINGS 
— yours for the asking! 


READY MADE SIGN CO., | 
DEPT. OH-117 
115 Worth Street, New York 13, NW. Y. 
Yes! Send us 
Current Read 
ce our 
new Re 
end further informatic 
sfety & Accident Prevent 
Traffic Municipalities 
al signs to order 


py enclosed for quotation 
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“‘“GRIP-ALL’’ GLOVES 


“Handle with care” means 
handle with the new HOOD 
“Grip-all” work glove! 

A coating of extra-coarse rub- 
ber dust gives “Grip-all” wearers 
a safe, strong “friction - grip” — 
even on slippery objects such as 
plate glass aryl sheet metal. 

“Grip-all”. comes in five dif- 
ferent styles including palm- 
coated and fully-coated with knit 
wrists and 2” and 4” saféty cuffs. 

Write tod y for free Hood 
Glove. Guide —shows you how to 
choose the RIGHT glove for 
each job. 


eleoyom  JUi-1-] 1. mete Mm 


G division of B. F: Goodrich Company 


WATERTOWN, MASS. 
RUBBER » NEOPRENE ~ PLASTIC INDUSTRIAL GLOVES 
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COMPENSATION NEWS 


changes in the yw 


California: A ch inge in the ( alifornia compens ition 


law effective Septen ber 10 increased the maximum aver 
age weekly earnings used to fig 


ings in permanent disability 
and in temporary disabilit ses from 
The change ir 


able to total depende nts 


$12.000. except in the e ol a surviving widow and or 


raised the maximum allow 
ises from SI1O.0O00 t 

or more deper where. the 

increased from Ls t S15.000, 

in death cases 

S 10.000 


| he 


Was INC! 


irded 


Hawaii: 


ended | 


| f hits 
lhe maximum | l Wag to ou 0 ekly ¢ 


pensation benefits hi en 1 ! om $75.0 
$112.50. and the 50.00) 


The maximur figurin permaner 


total disability and permanent 


partial disabil } 


has been increased from $50.00 to $75.00 


For figuring temporary partial disability benefits the 
maximum basic weekly wage } 


is heer nerve ised tron 


$35.00 to $50.00 
Maximum benefits 
ased trom 33.500 to 87.000 
\Maximun 


porary total inent 
has heen incr t from S20.000 to 825.000 


Missouri: Since August 29 


</. titetime con 


benefits for permanent total disability after the first 500 
weeks have bee! instead S25 ot the clain - 


ants average earnit same time, maximun 


weekly compensatior 
27.50. and the minin m $16.00 to $18.00 


went from 3818.00 t 


~ 


Nevada: Since July |. ompensation in Nevada has 
been extended to volunteer othcers attached to any on 
duty organized police department. sheriff's unit. or vol 
unteer community service. for anv county. citv. or tow? 

New Hampshire: \n amendment to the compensa 
tion act provides that the first date of treatment by a 
licensed physi ian will be taken as the date of injury in 


the case of an occupational disease 


Vermont: A recent amendment to the Vermont com 
pensation law excludes amateur athletes from the protec- 
tion of the act. even though an employer contributes to 
the support of such sport. 


Wisconsin: The legislature has increased the period 
for which compensation will be paid for occupational 
deafness in one ear from 32 to 36 weeks. and for total 
occupational deafness in both ears from 160 to 180 weeks. 
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“So why should I wear safety glasses? I ain't 


had no trouble without ‘em yet!” 


One of a series. For reprint instructions, see page 41 
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eT — - i 
dE 


make BUFFERIN. part of your safety system 


When headache, neuralgia, dental pain or mus- 
cular aches plague the worker, his mind is on his The new industrial package makes dis 
symptoms and not on his job. This is when acci- pensing easy; a box contains 250 indi 
dents often happen. Nor is a worker with a bad vidual foil-lined envelopes, each with 
etaensile a ff ki s two BUFFERIN tablets, costs only 1%4¢ 
eadache much better off taking an analgesic per dose. Now available through your 
that leaves him with gastric distress or nausea local supplier 
that is equally distracting. 





Each sodium-free BurFerin tablet con- | 
: 3 are ‘ tains acetylsalicylic acid 5 grains, and 
ach—and acts twice as fast as aspirin. When you the antacids magnesium carbonate and 


dispense BUFFERIN you enable the worker to re- aluminum glycinate. 
main alert at his work. 


BUFFERIN relieves without upsetting the stom- 








Bristol-Myers Company, 19 West 50 Street, New York 20, N. Y. 


A similar package available from Bristol-Myers Co. of Canada, Ltd., P. O. Box 195, Station S 


, Toronto 18, Ontario 


Circle No. 44 on reader service card for more information 
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Circle No. 137 on reader service card 


USEFUL LITERATURE 


PROPER » 


Circle No. 138 on reader service card 


4 CATALOG 


131 on reader service card 


Circle No. 125 on reader service card 


WORKERS welde 
' f f Circle No. 139 on reader service card 


DASCO 


Ries oducts depicted are floor rur 4 VITAMIN 


Circle No. 132 on reader service c 


Circle No. 126 on reader service card 


4 BUYERS’ Circle No. 140 on reader service cord 
nt \ (.ener 


( 
i i i i \ é pro pa ) lave re- 
trad nN t y been rele by he Modern 
. ec ts MHD-36 
Circle No, 133 on reader service card ‘ are ; 
D-48 wel v per and the 
i 48 
models, 


Circle No. 127 on reader service card 
; . F. HOUGHTON CO.. cover- 


~ 


the 


A FOUR-PAGE brochure issued by Re ay wed Rages ws 
I t his neratts 7 Circle No. 141 on reader service cord 


SUBMIT 


Circle No. 134 on reader service «-Ma 


Circle No. 128 on reader service card 


52 MODELS 
pes Of doliie Circle No. 142 on reader service card 


Circle No. 135 on reader service card 


VACUUM SHEET 
| Litt Co 


x 
Circle No. 129 on reader service card 
56 RULES 


Circle No. 143 on reader service card 


FREE SAMPLES 
fered by Tx 


DV 


Circle No. 130 on reader service card Circle No, 136 on reader service card 
Circle No. 144 on reader service card 


LIGHTING equipment manufactured by INFORMATION de range of 
Crouse-Hinds Co. is the subject of a products is contained in Precisio yuiy SECTIONAL TABLES are featured in 
92-page company bulletin. Equipment ner mpany’s new 16-page, illustrated 

nateria ntinued on next page 


described includes mercury vapor flood catalo m storage equipment, 
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EYE 
WASHING 
FOUNTAIN 


/ 
gave EVES” 


Leading industrial doctors advise immed} 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow] is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


VALVE NEW 
Chain Operates Weal Tal Tea Lama 
me SHOWER 


Self-Closing 


The B & A Shower Is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 
fmstant an accident occurs, to prevent a dis 
figuring burn—even a fatality 

Special shower head, no holes to clog—can 
be used where unfiltered water prevails 

Write For Details. 


30 to 40 
G. P.M. 


sean Sliverg 
 CHEMiCa, 
in EYes/ 


OISFIGURING 
FACIAL cuts, 
AND BURNS 4 


cuTs AN 


BURNS \ 
RMS / 4 
THF nen 160 LOW COST 
ynPhoportll, Bé&A 
GUase pur? SAF.T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
shatter. 


Write For Details. 


LE Po 
eaten * — 


5 PINT 
1 GALLON 
$ GALLON 


BENSON & ASSOCIATES. INC. 


Dept. OH, P.O. Box 7542, Chicago 80, III. 
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USEFUL LITERATURE 


continued from page 61 





Chicago Hardware Foundry Company's 
new catalog. Wide selection is offered the 
prospective user. This line lends itself 
to use in industrial dining rooms, schools, 
hospitals, and institutions 


Circle No. 145 on reader service card 


GASOLINE, electric, and belt-driven 
pumping units useful in fire protection 
programs are reviewed in Barnes Mfg 
Company’s new catalog. A selector chart 
is featured in the catalog as a purchas 
ing aid. 


Circle No. 146 on reader service card 


NEO-TRANSISTOR flashlights are fea 
tured in Neo-Flasher Mfg. Company's 
new bulletin. The flasher will operate for 
2,200 continuous hours on two lantern 


batteries. 


Circle No. 147 on reader service cord 


GRIPPER WOVEN wire slings are di 
scribed in a new bulletin issued by The 
Cambridge Wire Cloth Co 
range to 100,000 pounds on standard 
lengths and widths. 


Capacities 


Circle No. 148 on reader service card 


THE LATEST in optional equipment o1 
the Staplex high-volume sampler (a large 
filter holder) is reviewed in a folder of 
The Staplex Co. The sampler measures 
pollutants by means of deposit on filter 
papers 


Circle No. 149 on reader service card 


A CLEANING and maintenance book 
“How to Use Measured Work Techniques 
to Reduce Cleaning and Maintenances 
Costs,” is offered by Advance Floor Ma 
chine Co. Selection of proper equipment 
calculation of cleaning costs, and deter 
mination of proper work loads are 


eussed 


Circle No. 150 on reader service card 


EXPLOSION-PROOF cleaning equip 
manufactured by Hild Floor Ma 

Co., Inc.. 

1 be obtained by using the read 

service card. This product is UI 
listed for use in class 1, group D, and 


is discussed in literature 


iss 2, group G, hazardous locations 


Circle No. 151 on reader service card 


CATALOG 100 tells the story of M. | 
Cunningham Company’s press-style too 
holder. This device holds a type chase 
in place by means of a one-piece bod 


ind press shank equipped with flanges 
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YOUR FEET 
ON THE FLOOR 


to change bulbs 
in safety 


You eliminate injury from falls, broken 


bulbs and inconvenience when you 
change bulbs with the new McGILL® 
Adaptable Lamp Changer. There are 
9 different heads to choose from for 
virtually any size, shape and type of 
bulb. The lightweight and insulated 
steel pole is furnished in 5’ sections 
that lock securely together by spring 
actuated buttons. 


Safety is FIRST when you use a 
McGILL Lamp Changer instead of 


insecure ladders. 


Available from your electrical wholesalers 


Send today for 
McGill Catalog 
No. 84 


McGILL MANUFACTURING CO., INC. 
650 No. Campbell Street Valparaiso, Indiana 


Circle No, 46 on reader service card 
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THE FLEXIBLE unit system of first 
aid is discussed by Medical Supply Co. in 
its new catalog. Tips on how best to adapt 
the system to your individual needs are 
also provided. The charted, illustrated 
catalog covers a wide 


and medications 


Circle No. 153 on reader service cord 


WELDING FUMES 
with Ruemelin f 


ys bulletir 


Circle No, 154 on reader service card 





ZENITH HEARING AIDS 


| iterat 


Circle No. 155 on reader service cord 


EDMONT CASE NO. 614: } 


“SANI-FLOR” stainless ste — : fs D z 


Job-fitted Edmonts protect 
hands, reduce glove costs 


I 


Circle No. 156 on reader service card 


SELECTION 


No. 364 Grappler 


Saves 75% of glove costs 
EDMONT CASE NO. 621: For handling 


yiene, pr 


Circle No, 157 on reader service card No. 924 Neox 


Protects from caustics, acids 
PACKAGED AIK sets. the products of EDMONT CASE NO. 622: For har 


ti j r 
st soda and 


tremely flexible 


ove (No. 414 Snorke 


No. 414 Snorkel wore shifts, reduced 


FREE TEST OFFER TO LISTED FIRMS: Describe your operation. ma- 
ils handled, temperature condition. We will recommend the correct 
r your job, from over 50 Edmont types, and supply samples for 


oD 


Edmont 
f 


glove costs 83 


Circle No. 158 on reader service card 


on Severe ae ps Pg EDMONT MANUFACTURING COMPANY 


g & Equiy . 
’ 1244 Walnut Street, Cost 


In Canada write MSA, Toronto 


aiathdsdnmaneceinigall Edmont jos-rittep GLOVES 
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SAFE - CONVENIENT 
eae Rhy g | SSO “ROM Aces 





BALLYMORE 


acme ebhe Three Ways to 
LADDERS 


= Prevent Electric Line Injuries 


From | 10 8 


HE Wisconsin Public Service The lineman tried to kick his 
ene Green Bay, Wis- hooks out of the pole: he couldn't 
consin, reports an accident that The are broke only when 
brought amputation of two fingers moved away 


to a utility lineman. The affair 
easily could have been prevented. 





his arm 
from the cutout, o1 
when he dropped the screw driver. 
\ fellow lineman was sent up to 
perform poletop resuscitation. The 
Circumstances: A line crew injured man was lowered, and a 
was resetting some distribution rescue squad took him to a hospital. 
lines. One man was on a trans- He had serious burns on_ his 
former pole attaching wire to an shoulder. and two fingers were so 
insulator: the wire was slack, and hadly burned he lost them. 
lay loosely on the ground. 





The pole crossarm was 10 feet 
long. On the lineman’s side was the Prevention: The Wisconsin Pub- 
cutout; the transformer stood on 
the opposite side. A rubber blanket partment suggested three possible 
was laid over the cutout and was prevention methods: 
pinned to the jumpers that came 
out the two sides of the cutout. 1. The 


_ _— 


lic Service Corporation's safety de- 


injured lineman should 
worn rubber. not leather 
he had them available, but 
chosen to wear leather 


The lineman’s’ shoulder — rose have 
under the rubber blanket and cloves: 
touched the live fuse wire at the he had 
Ladder rolls easily on bottom of the cutout. He 
large rubber ball- 


leather gloves. but no rubber 2. He should have worn rubber 
bearing casters sleeves 











wore cloves instead. 





sleeves during the time he was 





Current flashed from the fuse within touching distance of primary 


Casters retract under wire to the lineman’s left shoulder. wires. 
user's weight, legs grip through his body, out his right hand 3. The rubber blanket should 
floor firmly 


to the screw driver. and along the 











have been placed to cover better 
the bottom of the cutout. where the 
live fuse wire was located. @ @ 


wire to the ground. The ground was 
Ballymore Safety Step Ladders are avail- wet. 


able in a wide variety of sizes and models 





to meet working-height requirements up 


to 11’6”. They are easily moved on roll- 





ers, but with no danger of “kick-out.” NOW YoU CAN TELL 
— - a ce 
Made of all-welded 34” steel tubing for Quickly and Reliably 


: eng ist-resistant al - : i 

maximum strength. Rust one ——— ; if your employee is ill rather than suffering from a 
t O02 2 gives a durable, altractive | 

num coating gives a iy c, : acti ‘ hangover 

1 ‘ < ) é ) 2.- througn “ 1 

finish. Handrails, optional on ae Stop accidents by adding to your present procedure 
8-step models, help eliminate fear of | > e. 


; ss = a simple accident must for determining intoxication 
accidents. Three treads available: ex- fv ; 


panded steel, grip steel lath, and rubber- d —— ite THE HARGER DRUNKOMETER, 


clad steel plate. used nationally in industry, is the oldest and most 
Write for specific information to Bally- at) | } 5 widely used of the breath methods 
more Company, West Chester 14, Pa it @ Write today for information and list of 


users. O-206 
oe 


BALLYMORE (| see 
hi . STEPHEN. OW CORPORATION 
LADDERS et = | RED BANK 2 a ai 
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Circle No, 72 on reader service card for more information 


NOVEMBER 1957 @ OCCUPATIONAL HAZARDS 





Circle No. 102 on reader service card for more information 


Drive out 


FOUL AIR 


Blow in 


FRESH AIR 


with Coppus Type A 
Ventilator 


Assure greater safety, com- 
fort for workers... get greater 
efficiency. 

Drive out dangerous fumes, 
gases, stagnant or hot air from 
boilers, cable manholes, tanks, 
vats and other confined places. 
Supply fresh air continuously. 

» ¢ 

n, 311 Park Ww 
2, Massa 


@ manuotes made safe for 


workers’ entrance within minutes. 

- BOILER AND TANK INTERIORS 
cooled by Coppus. Fresh air supplied 
continuously. 


ANOTHER 


COPPYs 


“BLUE RIBBON” 





PRODUCT 





STOP hoist ano 


CRANE OVERLOADING 
AUTOMATICALLY 


with a DILLON 
DYNA-SWITCH 


WRITE TODAY FOR LOW PRICE 
SCHEDULE AND ILLUSTRATED 
BROCHURE 


Ww. C. 
Dill 
& COMPANY, INC. 
14606 AF Keswick St.. Van Nuys 45, California 


(Suburb of Los Angeles) 
Circle No. 103 on reader service card for more information 
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The ‘Sure-Touch” Sheerness of 


PIONEER Liquidtight Gloves 


Speeds Intricate Assembly Work 


4773 


Material 


Smooth 
Smooth 


Smooth 


FREE Hand Protection Analysis 1 a description of 
vour job res ements (length xterity, wear resistance 
e t if rrit hot or cold 

tigue tactor nd sizes) to our 


atalog and price list 


te PIONEER atte, Company 


238 Tiffin Road, Willard, Ohio 


Circle No. 49 on reader service card for more information 





HERE! NOW! 
TOMORROW'S 
ANSWER TO 


‘TODAY'S 
SAFETY 


t 


| REQUIREMENTS 


“NEW CONCEPT” 
FACE SHIELD 
SERIES PS 100 


FEATURING 8 PRACTICAL 
POINTS OF SUPERIORITY 


Headframe of unbreakable, soft 
plastic 

Reinforced all-plastic spark 
deflector 

Smooth, positive slide adjustment— 
6-82 headsize 

Foam Rubber snap in-out 
sweatband 

Extra-wide acetate visor with new 
snap fastener 

Plastic bound visors 

More room between face and visor 

Featherweight—rugged—durable 


SAFETY EQUIPMENT CORPORATION 
644 Pocific Street, Brooklyn 17, N Y Sterling 9-0200 
1007 Washington Ave., St. Louis, Mo., CHestnut 1-9393 
‘rite for complete descriptive literature, replacement 
rts list and prices on Series PS 100 (illustrated) and 
Series 200, 500 and 600 Face Shields 
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NEW~PRODUCTS 


\ 


IF YOUR plant employees ce A “BACK-PAK”™ 


tact with acids. Raco Dacron may be the by Nati 


answer to their work « 


ona 
lothing needs his only 20 
fastened tf 


strong 


ip} irel is manuf 


Adair Co.. cA 


} 
i) 


Robin W 
id-resistant thread and 
\ line of both 


furnishings is available 


tured by 


1 women’s 
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IF GREASY floors 
your housekeepil 

: , is ow reathina 
Circle No. 177 on reader service card 


COMFORT, 


—_s 
oneness? 


Circle No. 178 on reader service card 

feet trom 
i water-wall heat exchanger, a g 
irner, steam cle 


hose Ad 


equipment is available . 


ining gun, spray lifferent styles 


WINTERLINERS in six 
optional now are offered by |! D. Bullard Co 
These tightly-knit liners are 


repellent, flame-resistant. 


litional 


water 


lined 
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AN “INSTANT” exti 


Fyr-Fyter 


poten \ 
it extinguishes 


wood and rubber fire 
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“SHIELD-Cf 


suited tor 


ITE” 


iv 
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“HYDRO-JET.” 


Adva I 
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THE LATEST 


Ste 
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A SAW TABLI 
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born of years 
of intensive laboratory 


research... 


...@ Startling NEW 


filter material — 
A NEW FUME 


RESPIRATOR 


C-261 
Single Cartridge 
Respirator 


SESW eee 
essere 
Soest tren 


Prev eel 
Peet 
e? ee 6etttttity 

ot beter 


Approved for 
fumes and dusts 


U.S. BUREAU OF MINES 


Filter sealed in featherweight rugged 


aluminum cartridge 


Single unit protects against fumes 
from burning, smelting, and welding 
of metals and dusts not significantly 
more toxic than lead 


Cartridge easily and inexpensively 
replaced 


Typical Pulmosan exclusives assure 
quality and efficiency 


First really new filter material in years 


sth 
WSN 


SAFETY EQUIPMENT CORP. 


644 Pacific Street, Brooklyn 17, N. Y. 
1007 Washington Ave., St. Louis, Mo. 
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NEW PRODUCTS 


% ..¢ of B 
and Us¢,, 
by DANGE | SRR Bape pee ona: peter tog 


is a permanent fixture, which cannot be 


removed by the operator. Made of Plexi- 
eS, ui glas, the “Tensee” is one of a series of 


e-through saw guards made by Brett 


Ot TANGLED Hose | senses: eur une eo 
ig Much Mote TANK CAR inspection becomes safe 


Ol an 





aluminum platform-and-ladder combina 


Dangerous! ame CH 


Even though loose, tangled or dangling hose is one of the most 
dangerous and common industrial hazards, it is one of the easiest to 
control. You can make your plant safer by just installing HANNAY 
Hose Reels . . . and at the same time you'll be increasing fluid 
handling efficiency. Savings in time, material and hose can be 
easily demonstrated. 

There’s a HANNAY Hose 
Reei For Every Plant 
and Purpose. 


(HANNAY ) ... Greatest Name 


in Hose Reels 
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ALUMINUM FOIL wir 


latest addition to 


iF YOUR PARKING BRAKES FAIL Nameplate, Ine. Ha 


reports the markers 
on a tricky grade or at a loading thermosetting adhesive 
platform, you will wish you had 


been using a set of Standard 


Wheel Blocks WB2H 


PATENTED" 


These Casteel Safety Wheel Blocks meet all chocking re- 
quirements for guarding against slips and hazards in parking, 
loading, towing and emergency stops on steep grades. 


They are standard equipment used by many transportation 
companies and fleet owners of trucks and trailers. 


Made of high-strength Casteel with ribbed supports and 
rounded corners. Cast in one-piece and provided with deep 
gripper teeth to hold securely on any surface . . . ice, snow 
or concrete. 


Write for Bulletin No. H-57 


bonding J le gre 

peratures ilvents, greases, and coolants 
CALUMET STEEL CASTINGS CORP. 10 not prevent the markers from sticking, 
1636 SUMMER STREET HAMMOND, INDIANA It is reportes 
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Ste 2 
Se) > he 


h/ 


Ce 





The man 
who feels safe 
works better 
on overhead 
maintenance 


Safety is our first consideration in 
building Hi-Reach Telescopers. 

Mode’ LB (illustrated), push-button 
control on platform. Four heights 
20 ft. to 35 ft. (all models lower to 
clear doorway 6-8” by 36”). Priced 
from $1510.00 up. Model PUL Hand 
Operated Lift — 15 ft. — $400.00. 
Custom-built lifters up to 100 ft. 


Write for catalogue 


Economy Engineering Co., 4534 
W. Lake St., Chicago 24, Ill., 342 
Madison Ave., New York 17, N. 
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INDUSTRIAL 


she 


Circle No. 


OIL, GAS, | 


{ 
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PROTECTION | fro: 
to panvs f Vw 


N s 
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STATIC 
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DOCKBOARDS 
For Safety 








Magcoa 
Dockboards 
with 
Special Locks 





. e 
No slips, no strains, 
e @ J ft 
no injuries! 
Special locks prevent any Dockboard 
slippage—regardiless of conditions 
Safety curbs end danger of equip- 
ment run-offs 


Heavy-duty safety tread prevents 
skidding accidents 

Lightweight magnesium ('/, weight of 
steel) means one-man, no-strain lifting 


indented, safety hand holds end 
danger of crushed fingers or hands 


 Magcoa Dockboards—the safest buy 
for any dock 


For full details 
use the coupon below. 


| MAGNESIUM COMPANY | 


OF AMERICA soterials Handling Div. 
MAGCOA | os cricoce > inc 
SF wore | East Chicago 7, Indiana 

Representatives in principal cities 


[] Please send special Dockboard File 
and news on new safety lock 


Nome ond Title 


Company 


Address_ 


Copyright, 1957, Magnesium Company of America 
in Canada: Magcoa Ltd., Toronto, Ontario 
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A NEW LOOK 
AT WELDING 
PROTECTION 


NEW PRODUCTS 


ontinued trom page 09 





NOW! 


LOW COST 
SPARK-FLASH PROTECTION 





Spa-Flia is the modern, low cost way to pro- 

tect personnel and property from sparks, Durable, Heavy 
splash, torch, hot chips, and flying ab- “8 J ai tatiee 
rasive particles. Provides on-the-spot”’ weight co i 


protection ... cuts down time on weld- 

ing repair jobs in production areas. Can- 
not be replaced in your own shop at double the price! 
Standard models made from UL Approved yellow safe- 
ty fabric. Other fabrics available include RAY-TEX 
aluminum vinyl for radiant heat applications, TUF- 
TEX heavy-duty brown vinyl, and WELD-TEX neo- 
prene-coated yellow glass fabric 

TRY THESE OTHER PROTECTIVE PRODUCTS 


welded galvanized 
wire insert. 


UL approved fire, 
water, mildew re- 
sistant finish. 


Rolls up for easy 
portability from 
job to job. 


Frommelt also designs and manufactures a complete 
line of other safety products including welding cur- 
tains. protective covers, asbestos heat curtains, and 
aluminum-coated RAY-TEX welding blankets, radi- Forms in any pos- 
ant heat curtains, fire and insulating blankets, and ition around job. 
portable room partitions. 


— WRITE FOR FREE CATALOG 
<a Fabric samples available on request. 


Sets up anywhere Circle No 
--Stands alone. 


191 on reader service card 
INTTEAL REACTION to Z 


i vI i 


FROMMELT INDUSTRIES 


DUBUQUE, IOWA 


A Name to Remember For Approved Safety Products. 





Type V HOSE REELS 

Simple, compact circular con- 
strction. Hose can be coiled 
in « continuous roll. Even in- 
experienced personnel can 
operate this reel easily and 
quickly. 


Circle No, 192 on reader service card 


UNDERGROUND FIRES 


t bY a new mine fire truck develoy 


vanufactured by Mine Safety Ay 


Co. The vehicle is a compact 


HUMP HOSE RACKS 

The hump in center takes 
weight of the hose —eliminates 
os folds — lengthens hose 
ife. 


Partially enclosed front end 
holds hose in position while it 
is being pulled off. 


iverable unit despite its 2,100-gallor 


city. Because of its rugged constru 


... Prevents Knotting aloe alle: tench 
r : . t : mes. It can deliver either heavy 

and Twisting during fog or a 

“Run-Out.” a 


Circle No. 193 on reader service card 


may remain underground 


concentrated straight stream of 





All Steel Construction Provides Long Life With Minimum Maintenance. A DELUXE model hes been added 
WIRT & KNOX MFG. CO. Standard Industrial Products Company's 


line of dunking stations. The product 
2308 WEST YORK STREET PHILADELPHIA 32, PA. BS 


ivailable in both standard and jumbo 
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sizes, is distinguished by smooth pol 


ished canisters. Dunking stations have 
proved themselves invaluable in the realm 
of good housekeeping and fire prevention, 


Circle No. 194 on reader service card 


IT CLEANS, 
one operatior 
mosan Satety 


pet ial] 


vy effec 


Pulmosan 


*® Deodorizes 
* Sanitizes 


sv. - rs 
i (ver ything for iaductetal safety 
de Oe 
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A HEAVY-DUTY. 
rams :, 


(HK) 


Re Rite 


t i Xe 
I i Md i 


with positive rat 


lifting stirrups, channel understructur: 
and an exclusive tensionized = curve 
crown 


Circle No. 196 on reader service card 


AN ANTISEPTIC paste 

has proved itsell extreme! 

the prevention of skin irritations normally 
caused in the manufacture of epoxy 
resins and in plating and anodizing 
operations. The cleaner is available in 
three types of dispensers, according to the 
manufacturer, Dameron Enterprises, Inc 


Circle No. 197 on reader service card 


A NEW STEEL armor floor plate, pos- 


sessing 43 safety islands per square foot, 


continued on page 72 
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. SURETY GRIPTITE 


ROUGH FINISH 


COATED FABRIC GLOVES 


PROVIDE 
RESISTANCE IN 
ACIDS 








POSITIVE GRIP AND 
OlL, GREASE, 


AND SOLVENTS 


RUBBER CO 
CARROLLTON, OHIO 





| stop costty FALLs...THIS QUICK ! 


OS 


Make your plant safer with “SAFETY-WALK” 


Here’s the new mineral-coated fabric 
that provides perfect traction—sure 
foottng—even under water or grease! 
Patterned in strips, tiles and cleats for a 
variety of purposes, it goes on in min- 
utes—lasts for years. And it’s easy to 


SAFETY-WALK 


et OOUCT 6 Made in U.S.A. by MINNESOTA 


~ sy. MINING AND Mec. Co., St. Paul 6 

DP Mine. Export Sales Office: 99 Park 
Avenue, New York 16, N. Y. In 
Canada: P. O. Box 757 
Ontario. 


*escanc™ , London, 


keep clean! Use ‘Safety-Walk’’ Non- 
slip Surfacing onstairs, walkways, ramps 
—wherever the danger of a fall is present. 
“Safety-Walk” pays off in accident 
prevention, better public and employee 
relations .. . prevents costly claims. 


eC a ne 
| FREE SAMPLE! Piease send me “‘Safety- | 
Walk” sample and complete information. i 
MINNESOTA MINING AND Mec. Co 
Dept. EQ-117, St. Paul 6, Minn 


1 

i 

i 

i NAME 
1 COMPANY 
t ADDRESS 


Ciry ZONE STATE 
ee ee ee ee ee ee ee ee ee 
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POWERFUL NEW PLUNGER 
CLEARS CLOGGED TOILETS IN A JIFFY! |) 


Clear messy, stuffed toilets 0 Most prominent design feature is the 


plate’s sharp, square-cut corner a de 
Cut maintenance costs with arture from the traditional round plat 


1 velope 1 by Hercules in order to form 


“"TOULAFLE XM Foie occ ec 
Toilet Plunger LEGGE’S condu 


r shoes to 


NEW PRODUCTS 





Ordinary plungers don’t seat properly. 
They permit compressed air and water 
to splash back. Thus you not only have 
a mess, but you lose the very pressure 
you need to clear the obstruction. 


With “TOILAFLEX”, expressly de- 
signed for toilets, no air or water can 
escape. The full pressure plows through 
the clogging mass and swishes it down. 

2 
Order a “TOILAFLEX” for your own home too. 


® Accordion-action design to flex at Positive insurance against stuffed toilet 


any angle 
®@ Double-size cup blasts double pres- $ 265 o Fully 
. ° * uaranteed 
sure, aimed directly at obstruction 


@ Tapered suction-grooved tail gives Order from your Supplier of 
air-tight fit Hardware or Janitor Supplies 


THE STEVENS-BURT CO., NEW BRUNSWICK, N. J. 


A Division of The Water Master Company essor, which covered a por 


tion of the lower leg. A snap-on electri 





garter maintains positive skin-to-floor 
ontact with contact plate. The booties 
suitable for both men and women, are 


available in four sizes 


Circle No. 199 on reader service card 


[ MINOR BURNS can be treated effe 
tively with “Burn Relief.” a newly de 


—— veloped aerosol spray containing allan 
toin, manufactured by Interstate Pre 


cision Products Corp The spray 


IT’S OFFICIAL 
... When it’s posted on a 


DIAMOND BULLETIN BOARD 


Install Diamond Bulletin Boards as “‘mes- 
sage centers” where employees will look 
for official notices. They are permanent 
because they are all-metal construction, 
dust, weather and waterproof. Write for 
complete information and prices. 





| application. Allantoin stimu 


; Te -ij a ites healing and tissue rebuilding. The 

product can also be used for cuts, abra 

SAFETY FIRST SUPPLY co. Ps m= naan and other minor surface 
425 MAGEE ST. © PITTSBURGH 19, PA. ’ 
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SOLID 
COMFORT 


AND SUPERIOR PROTECTION 
AT A NEW 


GENTEX! 
No. 105 


SAFETY HAT 


Delivers 
Full-Shift COMFORT. . . 
Men like to wear it because it’s light- 
weizht, with wrinkle-free adjustable head 


band and exclusive new better-than-ever 
snap-in sling. 


Full-Shift PROTECTION .. . 


Strong plastic construction that tops all 
Government safety standards, insulates 
against heat and sun and withstands over 
10,000 volts. 


your life 


Foremosi Manufacturer of 


Helmets for the Military 


Write today for a test hat and information 
on our new low prices. 


GENERAL TEXTILE MILLS, INC. dep: 4 
450 SEVENTH AVE., NEW YORK 1, N.Y. 
* io J 
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PRANSFER 
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LIFTING, 


Circle No. 202 on reader service card 


4 NEW APPROACH 


p 
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burn-quel 


BURN SPRAY 


A. E. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 


YOUR SAFETY — OUR BUSINESS 
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He Niy PORTABLE 
NIBBLER 
ae CUTS METAL 


Wthow Oia 





Distributed by EASCO PRODUCTS 


Model LNC for 
16-Gouge 
Corry gated 
Sheet Metal 
and Sheet 
Metal Pipe 
rodivus 


Visit Booth +126, National Meta 
Show, Chicago, I/l., Nov. 4-8. 


FENWAY 


MACHINE COMPANY INC. 


3107 N. Broad St. 
Philadelphia 32, Pa. 
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EPOXY RESINS 


continued fron 





and before and after any interrup- 
tion of work. 


When epoxy resins are used in high 
concentrations or in very crowded 
areas, exhaust 
should be installed over each work- 
bench. 


however, an air 


Mechanical ventilation should be 
put to work whenever epoxy resin 


are cast daily, then casting should 
be done under glass hoods fitted 
with powerful exhaust fans. 

2. If the volume of air per casting 
operator is larger than 900 cubic 
feet, and if the cast resin-hardener 
mixture is not cured close to the 


2. Cut fingernails short. 
3. Wear clean 


dered at least 


uniforms, laun- 
weekly—daily _ if 


systems are workbench, changing the air in the 


cured at high tem- 


peratures. Dr. Grandjean room three or four times a dav will 
mends: do. 
If the volume of air in the 


factory amounts to less than 500 


recom- 
possible. 
1. Use 


wash and dry them daily. 


Open-window ventilation is 


protective gloves. and l. enough. 


Ventilation. Generally. normal cubic feet per workbench, and if 


more than five pounds of epoxies 


Equipment: Many epoxy resins 


open-window ventilation is enough. users never handled harmful chemi- 





cals before. They don’t realize the 
danger, and they don’t see the need 


m4 for You'll 
What other safety equipment 6 probably have to train them, to 
will earn you 


insist that the equipment be prop- 


protective equipment, 


erly used. 

Rubber or plastic-coated gloves 
are good protection against specific 
kinds of resins. Ask glove manu- 
facturers for the right gloves to use 
with the resins in your plant. 


Workers who deal 


with the resins should wear cover 


repeatedly 


per year 


alls with long sleeves. Heavy-duty 
aprons and plastic cuffs should be 
worn on some jobs, 

Protective creams are 
especially useful on the neck, back 
: of hands. and face. 

Over 30°: of employees are handicapped by poor eyesight Full fa e-shields should be used 
average figure of many plants. when eae 


barrier 


on Its cost ? 


amine agents are 


mixed or transferred. 
Increased production, after correction of vision, ranges from 


5°° to 40°:. If your loss of production is less than the 14’. 
average—say only 10‘. per eye-handicapped worker—then 


Remedies: 
epoxy 


If an accident with 

resins does take place. do 
3°. of your payroll is being wasted. ( Your actual production — ” | 

loss is probably higher—test a few of your employees and resins splash in the eye. 


wash it with clear water for at least 
find out. 


10 minutes. Then have it examined 
25 times a year—even if your plant has only 100 em- 
ployees—the cost of vision-checking equipment will be fully 


repaid in increased production. 


by a physician. 

2. Jf resins spill on the body, take 
off contaminated clothing and wash 
the skin thoroughly with soap and 


Not “sales talk’’—but hard fact, based on the records of nani 


many plants (more than 4,500 use this Keystone service). 


Get a sample checking of your employees, or records of 
savings made (use coupon). 


Housekeeping: Careful house- 
keeping and sanitation is vital. 
1. Cover workbenches daily with 


KEYSTONE , 2. Use spout-type containers for 
KEYSTONE VIEW CO., Meadville, Pa cae Ms : 
ua | mixing and casting resins and hard- 
Occupationa 
e { . 
Visual Service 


In addition to 5°, to 40° | [] Send records of savings made in other 
increases in production, plants plants 
installing periodic vision check | 
ing have shown 


| [] Please write or phone to arrange sample eners. 


vision check of some of our employees 3. Provide clean. disposable shop 
towels. 

4. Store resins and hardeners in 
tightly-sealed containers in cool, 
Your Name dry areas, @ @ 
34°, fewer accidents; reduced 

enna Seiten: | Company Data for this article came from CIBA 
Company, Plastics Division; and from 
Shell Chemical Corporation, in addition 
to the sources named in the feature itself. 


Address 





20‘, reduction in spoilage. 
41‘, saving in training costs. | 
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KEEP INFORMED needs to be cooled by water sp! n order to learn how to handle it- 


until its temperature is brought be cidental fires.” 


mtinued (tr 


low the flash point. The big lesson from the deme I 





stration for the “Frisco men, how- 
Boast: Do the principles demon- ever. is a different one, as far as 
a co nplete course in the three ele- strated by the Tidewater trainir ndustrial fire-fighters in general are 
ments that go to make up any fire: program produce results / hev « concerned. The big lesson lies 
fuel. air. ignition source. Every s¢ Witness the boast o rence Tidewater’s feeling that. even though 
often, demonstrations are put on Priddy: “During the visit he the San Francisco Fire Departn ent 
to teach how to meet specific fire- San Francisco firemen. ey wert is 40 miles away from the Avo 
fighting problems. told that one important object of efi: . it still paid 

Tidewaters firemen believe that the petroleum industry is the 

the right equipment must be avail- facture of fuels. but the 
ible. and that it must be used has had so few fires that it had 
properly, if an oil fire is to be build special fire training 


beaten They lav a good deal of 





stress on that 


So the show for “Frisco firemen 


/ 
like initia den aibiadbuoas for re MAXIMUWN PROTECTION 
nervy emplovees! was based largely - 

ic sie caleaena aaa ae al with COMFORT! 

where nd on hew it should be ap- 
‘er ha ge DAVIS 

ALUMINUM 

sprinklers .. . FULL BRIM HEDGARD 





A Londor 





fires to fires on top of tall buildings. 


were demonstrated in actual prac- FEA TURING Le 


tice. 
. LIGHTNESS Ribbed aluminum alloy construction. 
Methods: Every different oil fire . STRENGTH Exceeds 40 foot-pounds impact. 
sets up its own peculiar problems . COMFORT —Six-point snap-in suspension spreads 
Tidewater’s Lawrence Priddy. Jr.. impact and absorbs shock. 
told us that company experts lean . ECONOMY One hat fits most head sizes and shapes. 
toward fuel supply cut-off and the (6%-7%). 
generous use of water to meet the . STYLING Broad back brim and satin finish make 
particular fires the refinery is most this hat especially attractive. 
apt to have. But employees are . COOLNESS Air circulation between cradle and 
taught. too. that oil fires can be crown, and reflective qualities of 
smothered by covering any con- metal keep hat wearer cool under hot sun. 
tainers that hold burning fuel, or Write for Bulletin 1412N 
by inert gas or floating foam. BDAVIS PLASTIGLAS HEDGARDS 
Sometimes. Priddy said, fuel flow Complete line of light, strong, smart safety hats fabr 
can be stopped simply by closing a resin and fibreglas—many models available—full brim, cap or baseball 
type with lace-in or snap-in suspensions. Winter liners, cradles, chin 


valve or flattening a pipe. Other 
straps and lamp brackets als 


times, Tidewater firemen turn a hose 
stream on a pipe opening to check . ‘ canto enie vy 
fuel flow. They ve learned. these | | cc PAAENIT ( O | Nv 

" . . lite eo Adj . 
men, that when heavy residual oil J 


ge : ; : 59 Halleck Street, Newark 4, | r 
is involved in a fire, the oil surface my SSO’ ee Se ee 
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HEARING TESTS was begun, Lockheed safety engi- 


the limit of exposure before taking 
neers collaborated with the medi- 


steps to solve their noise problem. 
cal department in a plant-wide sur- Lockheed preferred to be conserva- 
Piain cotton eal plugs are vey of noise levels. 


continued from page 4l 





tive 
frowned on: they re not sanitary. The study included not only “We don't.” 


some safety and 
and they don't offer really good measurement of decibels in given 


medical men have said. “want to 


start something If we hold hear- 
ton plugs and synthetic rubber jobs. lt involved a thorough ing tests, 


protection. Wax-impregnated cot- ireas. but measurement in specih 


our employees will vet 
plugs are supplied. Mechanics on analysis of noise levels, of cycles- excited and begin filing hearing 
the flight line. where noise reac hes per-second levels. and of noise loss claims.” 
its peak, wear both plugs ind ear causes. . Lockheed 
muffs. Some workers wear muffs The safety figure of 65 decibels 
and no plugs. came out of this survey. Many in 


Even before the testing program dustries have used 95 decibels as 


hasnt found that em- 
ployees get ex ited. It’s found only 
that employees appreciate the fact 
that the company is trying to save 
their hearing. 





“Contrary to the fears of many.” 


Dr. Barron commented. “the exami- 


LIF i Alfe —— cscs poancitng a = 
BY LIGVELA atte and did not sa — 
VACUUM SHEET LIFTERS ithe ceonenaiian: siuaiaiie tile 








caused no increase in compensation 
cases and. in our opinion, has been 
: highly effective in protecting the 
company against unjust liability 
claims. 

“Our accomplishments have more 
than justified the cost of the pro- 


gram. @ @ 
Some factual data and the illustration for 
this article came fro eltone Hearing 


Aid ¢ ompany 


Training Program for 
Truck Drivers 


THI Ford Division of Ford Motor 
Company. Dearborn, Michigan, is 
Model No. 2830-RO sponsoring a spe ial program to 


8-Cup Littell Roll-Over Sheet Lifter handling 2,000 help truck drivers do their jobs 
Ib. aluminum aisplane wing with overhead crane 
in circraft plant, One man operation. more safely . 
: ° Harold L. Smith of the Institute 
Lift, roll-over and transport sheet steel, . Dri Behav ‘train th 

‘ : a) > ,e or é e 
aluminum, ingots, glass, plywood boxes, a a Sa an ve 
cabinets —regardless of weight — BY AIR! safety directors of big-time truck- 


Single and multi-cup models available for —_~ firms at no cost to them, When 
various weight loads—for operation with they've finished the one-week course, 
overhead cranes. which in ludes on-the-road instruc- 
tion, they can go home and pass 
along their learning to the truck 
drivers. 


Model No. 122550 ae As a test. the program was staged 
Scalise Gtebadl Bhnees Riteer -_ for Hess Cartage Company. which 
om brane be lifted “ se operates in the Detroit area. When 
or horizontal position. One man 


the course started, the company had 
operation. Model No. 14-00 


‘ > > . 9 > 
teisn ieniat thine Dias beiaditten haus a frequency rate of only 1.2 per 
- , steel. Adjustable cup centers from 18”. 100.000 iles. wi ins ance claim 
‘Write for a cums atone ta knees, Gos 00 miles, with in uran lair s 
\, et eal FREE Catalog! man operation. of $670 per 100.000 miles. During 


the six months after the course 
ae VAC - U - M AT | ©) | D lV i S | Oo N ended, frequency dropped to 0.9 and 
\) cell 772 4171 Ravenswood Avenue, Chicago 13, Illinois insurance claims to $333 per 100.- 


District Offices: Detroit and Cleveland 000 miles. @ @ 
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Safety in Pictures 











Vine Safety Appliances C« 


TO PROTECT miners against carbon 
monoxide following mine fires or 
explosions, the Duquesne Light Com- 
pany’s Warwick Mine in Pennsyl- 
vania cut recesses into mine passage 
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HAVE ONE HANDY FOR 
THAT EMERGENCY! 





= ty o 


FLEXIBLE 
<2CV25 strETCHERS 


Reeves stretchers are the best in any emergency 
I ndustrial plants, hospitals, first aid and rescue squads, 
police and fire departments throughout the country 
use these stretchers to handle their injured with care, 
preventing more serious injury. Make sure you have a 
Reeves stretcher ready 


<j STRETCHER CANISTER to protect your Reeves 


walls to hold self-rescuing units. The stretcher from dirt, dust and dampness 
units include chemical cartridges 
which give about 30 minutes’ pro- Sat a so Cc 

- a A. TH N, INC. 
tection against CO. Every recess is 


Established Eighteen Hundred Sixty Seven 
1237-39 RidgeAve i ek 


“IF IT’S MADE OF CANVAS, WE MAKE IT” 


identified by a sign and a red re- 
flector light. Six units are stored in 


each recess. 





yA 
~ Much Will 
This Reduce 
Your Yearly 
GLOVE 


ory Mutual Engineering Dit 


LEATHER 
RUBBER OR COTTON 


THIS IS WHAT “WASH- 


Throw all your dirty, worn leather, r 


RESEARCH WORKERS used this 
household refrigerator to store small 
quantities of volatile liquids. Open 
electrical contacts inside the unit 
ignited flammable vapors. “No elec- 
tric wiring of any kind should be 
allowed inside the cabinet” of a re- 


RITE” DOES... 


er or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COMPLETELY 
REPAIR, sort, reshape, pair and ship them back to you as serv- 
iceable as new. Depending upon the gloves and their usage, 
frigerator used for such purposes, 


gloves are being re-claimed by us 3 to 5 tin 
Factory Mutual Engineering Division 


es. We specialize 
only in laboratory controlled re-claiming of rubber, leather and 
declares; and “the door latch should cotton gloves, aprons and clothing. W 
also be arranged so that in case of 
an explosion it will vent the pressure 


without wrecking the cabinet.” 


terature. 
10 Years of Proven Service 


YOUR GOODS FULLY INSURED ...WORK GUARANTEED 





Use Baby Posters on plant 


Seihettis Geteniin, Sean anien Oh 1412-26 CORNELL AVENUE - INDIANAPOLIS 2, INDIANA 
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SPRINKLERS 


Continued 





recommends 
them, talk to your sprinkler con- 
tractor. 


insurance company 
Home-made alterations can 
cut down the amount of protection 
your system gives you, and you may 


top of the system and at the main 


dry valves: these tests should be 


run frequently. 
® Check pressure gauges every 


week to make certain the right air 


> Replace the 
that were opened by the fire 

® Close the system drain 

® Reopen the valves: that 
let the system work again. 


sprinkler heads not even know it. 


will your plant doesn’t use it, 
§ Inspect your fire pumps 
larly 


Ss\Vs- 


Maintenance: A sprinkle: 


tem is built to meet vour 


some plants do it every 
needs: it 


isn't mass-produced. So if you feel to make sure they'll work. 


changes are needed, your 


vide regular inspection service. If 
you 
turn to this check list for help: 


by testing the pumps in actu: 


pressure is maintained. 


Many sprinkler contractors pro- 





can 


regu- 
week. 


il use 


® Make water flow tests at the 








Convair helps improve 
plant hygiene with SBS-30 
waterless skin cleanser 


In this ultra-modern plant are produced many of Democracy’s air defenses. 
Here, too, is achieved an ultra-modern plant hygiene program with the 
help of SBS-30 Waterless Skin Cleanser. 

To maintain cleanliness on this priority production, Convair has installed 
SBS-30 Waterless Skin Cleanser dispensers in “difficult soil areas’. SBS-30 
affords this fast, safe and thorough ‘‘on-the-job’’ way of cleaning that requires 
no water, plumbing or complicated installation. 

Wherever they are installed, SBS-30 Waterless Skin Cleanser dispensers help 
Convair to produce savings through greater “‘on-the-job” efficiency. Man- 
hours are saved by reducing the number of trips to distant wash areas. The 
incidence of industrial dermatitis is reduced through improved personal 
hygiene. 

Why don’t you, like Convair and hundreds of other industrial leaders, take a 
serious look at SBS-30 Waterless Skin Cleanser. WRITE TODAY—we'll 
rush complete, detailed literature. 


Write Dept. 57-K4 


£3: 


SBS WATERLESS WASHSTATION* 
“Brings the Washroom to the Worker"’” 


lid., 23 Rocine Read, Rexdale, Ontario 
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los Angeles, Colifornia * Newark, New Jersey 
CANADIAN SUBSIDIARY: Chemical By-Products 


*Trademark 





BROKEN hangers can lead to broken 

pipes or to line sag. That reduces the 

sprinkler system’s ability to 
properly. 


drain 





® At frequent intervals, trip the 
valves of pipe 


Once a vear. clean the valves thor- 


any dry system 


oughly: then reset them. 

® Before freezing sets in. insulate 
wet pipes or fill them with enough 
anti-freeze solution to protect them. 





OS&Y (outside stem and yoke) valves 

like this should be kept open. If they 

must be closed during sprinkler 

system repairs, the public fire depart- 
ment should be notified. 





There’s an important point about 
Coneda , . 
the dry-pipe-wet-pipe problem: a 
dry pipe system should be installed 


only in areas where wet pipes (be- 





cause of possible freezing, for ex- 


NOVEMBER 1957 @© OCCUPATIONAL HAZARDS 





ample) can't be used. If 

fewer of the total number of sprin- 
kler heads need to be on dry pipes 
then only that part of the system 
should be 
should stay on the wet pipe plan 
Under no should 
more than 10 sprinkler heads be 
shut off in cold weather 
should be shut off until consent 
from what fire 


call “authority having jurisdiction 


piped that way: the rest 

circumstances 
ind none 
preventior groups 


has been obtained. 


Alarms: 


tenance may require special atten 


a 
Sprinkier system mall 


tion to alarms. Each alarm connec- 
tion should be tested often by means 
of by-pass that’s wired in for that 
very purpose The by-pass |e 
learn whether the alarn 
without vour having t 
sprinkler head 

1utomatl spr nkler 
should have alarms. Auton 
they provide an audible 


sprinkler system starts a wat 
that s heavy enough 
sp! nkler head opel il! 


If it’s possible. 


with a central supervisory service 


Here’s a New Safety Code 
For Powder Actuated Tools 


m working in vour own plant \ NEW safety code to govern use 


e or with your local fire depart 


t 


‘nt headquarters But keep the 


f powder actuated tools has been 
Le veloped by the Powder Actuated 
fool Manufacturers’ Institute, In 
ind has been passed on to state au- 
thorities as a guide for writing their 
regulations. 

HAZARDS 


actuated 


OCCUPATIONAL 
on powder 

in March 1957 
The Institute rec 





nmends 
“qualihed operat rs” be 

o use the tools. Such op- 

se who finish a train- 

ind pass a written ex- 

Identificatio 


d these 


n cards are 
perators. and the 
be revoked if opera- 


ilong with the safety 





Z / jhe Education 
>) yy wd 
~ —_, y £ 
SH) fie * 


“Every time that redhead strolls 


through here!” 











|e) 


Problems 2 GEX 


With Noise ft : 


mx — w/e 





Cor Serve Hearing with Maico 


Auraseal Ear Defenders 


Continued noise, according to scientific 
tests, can damage present hearing. If job 
requires work near loud and continued 
noise, protect employees’ hearing with 
Maico Auraseal Ear Defenders. These 
are tiny ear plugs consisting of a malle- 
able core surrounded by thin walls of 
soft, synthetic material and extremely 
comfortable to wear—easily inserted with 
no force. In small handy clear plastic box 
with directions for use. Free samples 
available by addressing your requests on 
company letterhead to— 


Room 66W 
21 No. Third St. ¢ Minneapolis, Minn. 
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| Miller... tHe createst 
ATTENTION: NAME IN SAFETY! 


Safety Engineers | || ser. inst orisina wir 


grips without heat. Use tool holster 
for all tools. Send to Dept. 357 for 
prices and new catalog. 


Have You Investigated the 


EMERGENCY SPLINT 


¢ SIMPLE TO APPLY 
¢ EFFECTIVE 
* COMFORTABLE 


NO. 6119 
4ES MAINTENANCE MAN’S BELT 


¢ LIGHTWEIGHT 


NO.6 7 8 
NEVER-SLIP PLIER GRIPS 


Moderate, uniform compression con 
trols bleeding and swelling. Shaped 
aluminum half sections completely 


mmobilize the limbs 


Write for additional information and 


prices today ...Do it Now! 


MILLER EQUIPMENT CO., INC. 











FRANKLIN, PENNA. 


IN CANADA: 
SAFETY SUPPLY CO., TORONTO 


Orthopedic rameompany 
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The man who knows specifies 


ASTIPA 


safety floor covering by PABCO 


This heavy-duty industrial floor 
covering is non-slip...wet or dry! 
Reduce accidents, save money, 
improve working conditions with 
resilient Pabco Grip-Tread Mastipave. 
In 36"-wide rolls, | | terra cotta 
color. Get all the facts before 


you install your next floor ! 


MAIL THIS COUPON TODAY! PABCO FLOOR 
COVERING DIVISION + Fibreboard Paper Products Corporation « 
San Francisco 19 ( ) Please have the Man from Pabco call. ( ) Send 
your free folder, ‘‘Every Building Needs Pabco Mastipave.” 
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setts law, because the death was caused “by reason of 
the serious and wilful misconduct of an employer or of 
any person regularly entrusted with exercising the powers 
of superintendence.” 

Mr. Diaduk was a foreman for the Shor Constructio: 
Company. He was in charge of demolishing a building 
in Springfield, Massachusetts. when a steel beam fell on 
him. He died. 

In seeking double compensation, Mrs. Diaduk relied 
on the regulations of the Division of Industrial Safety. 
Massachusetts Department of Labor & Industries. The 
regulations relate to the use of safety devices in the 
demolition of structural steel beams 

The burden of proof was on Mrs. Diaduk to show that 
she was entitled to double compensation. The court said 
she failed to introduce properly in evidence the regula 
tions upon which she relied: so there was nothing to 
prove that Mr. Diaduk’s death was caused “by reason of 
the serious and willful misconduct of the employer.” 

Without giving further reasons. the court went on to 
say that, even if the regulations had been properly intr: 
duced, its decision would not have changed. 

Claim denied. 

Diaduk s 
May 


Off course: A man usually doesn’t cet compensatior 
when he’s hurt returning from an or a tavern where 
he’s had a few beers. but that’s what happened to Willian 
H. Robinson 

Robinson worked for the Federal Telephone & Radio 
Corporation as a micro-wave technician at Clifton, New 
Jersey. On October 5, 1954, he and a fellow employee. 
John Farley, were ordered to the Federal plant in Mis 
sissippi to adjust relays in a micro-wave system. 

Farley was to drive his own car. taking Robinson with 
him as a passenger. Robinson didn’t know how to drive 
Farley was to receive seven cents a mile for the trip. 
and the employer agreed to pay for food and incidental 
expenses, 

The men were supplied with a recommended. but not 
required, route They were free to set their own hours 
of travel and to choose overnight lodging. 

On the first night of their trip. they stopped at a motel 
near Marlboro. Marvland. After checking in. they drove 
about five miles farther south seeking a place to eat 
They had dinner, then attended a near by movie. After 
the show. they stopped in a tavern and drank a couple 
of beers before they started back to the motel. 

The most direct return course would have been north 
on the same route they used to get from the motel to the 
restaurant. Instead, Farley drove west. (He explained 
later that he was unfamiliar with the roads.) While 
traveling west. he was blinded by the lichts of an oncom- 
ing car and went off the road into a telephone pole. 
Robinson was injured. 

The company defended the compensation ciaim by 


saying that Robinson had gone off the normal course by 
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voing west rather than north to the motel. That meant 
he wasn’t in the course of his employment when he was 
hurt. 

Even if this were true. the court asked. and even if 
Farley drove in the wrong direction without telling 
Robinson, would Robinson be barred from compensa- 
tion? Robinson was unfamiliar with the locality and 
unable to drive. He was a passenger in the car at the 
order of his employer: and while going back to the 
motel, he certainly was engaged in his « mployment 

In a sense, the court said, he was a captive passenger 
m the side trip, if it was one: and the employer was 
responsible for placing him in that position. Under the 
circumstances, it could not be reasonably said that Rob- 
inson deviated from the course of his employment. If 
Farley had been injured and had claimed compensation, 
the results might have been different. 

Claim allowed. 


Robin 


Contractor: If vou retain a con- 
tractor to do a special job for you, 
whats your responsibility toward the 
contractors employees ? 

Mrs. Pervie C. Simpson raised the 
question when she asked for benefits 

after her husband was killed. 

Simpson fell through a skylight of the Crane Company 
foundry at Chattanooga. Tennessee. He and others, all 
working for an independent contractor, were installing 
an elevator. 

The crew had to stop work inside the elevator pent- 
house while a second crew checked the strength of some 
beams. Simpson went outside on the roof. Skylight 
panels were so coated with cinder dust that it was im- 
possible to tell which panels were glass and which were 
metal. 

Simpson sat down on the edge of the penthouse roof. 
When he stood up, the skylight under his foot gave way. 
He plunged to his death. 

The Crane Company said Simpson was (1) careless 
when he climbed around the skvlight area and (2) merely 
a licensee. not an employee. 

\ jury found that neither defense was justified. It held 
that Simpson was not careless, and that an employer 
owed “ordinary care’ to employees of an independent 
contractor who was working for him 

Claim allowed. 


Exemption: Wer employees of Carl S. Smith “farm 
and ranch laborers” under Colorado law? Had Smith 
chosen to accept the provisions of the state workmen’s 
compensation act? 

Both questions had to be answered before a final 
decision in the compensation claim filed by Cameron 
Alley could be reached. 


Alley was hurt while he was working for Smith. He 


next page 
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You could do it...on Alcoa 
Abrasive Tread Plate! 

Here’s a surface with the 
grip and bite of a grindstone 
...for it’s made of the same 
aluminum oxide particles used 
in grindstones. 

These abrasive particles are 
rolled right into aluminum 
— strong, light, rustproof, 
maintenance-free plate. Itstays 
slip-proof even when wet, oily 
or greasy. Since the abrasive 
is rolled in, its slip-proof quali- 
ties are more than surface deep! 

Use this safer abrasive tread 
plate wherever hazardous con- 
ditions exist. Your safety com- 
mittee knows where they are. 

Just remember that each year 
20,000 workers are killed and 
thousands injured by falls due 
to slipping. Preventing just a 
single such accident in your 
plant makes Alcoa® Abrasive 
Tread Plate the best insurance 
you can buy! 

Check the coupon for a four- 
inch sample, ask for complete 
details. Aluminum Company of 
America, 1672-1. Alcoa Bidg., 
Pittsburgh 19, Pa. 

Your Guide to the Best in Aluminum Value 


DE 
- PS te acon xou— 
aico*® ~ Television's Finest Live Drama 


Alternate Sunday Evenings 


ninum Company of America 
L Alcoa Bldg., Pittsburgh 19, Pa. 
Please send |iterature and four-inch sample of abrasive tread plate 
Name and Title 
Company 
se Being Considered 
Address 


City and State 
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called himself a farm hand. Smith operated farms, mar- 
keted cattle and hogs. Alley fed the cattle. took care of 
the hogs, harvested hay, helped in irrigation of land. 

Colorado law exempts employers of farm and ranch 
laborers from the compensation act unless the employers 
themselves choose to be covered 

Alley produced a printed, but unsigned, card from 
the files of the Colorado Industrial Commission. The 
card stated that Carl S. Smith “elects to accept the pro- 
visions of the workmen’s compensation act of Colorado” 
it was dated 10 years earlier. 


Off-job injury: The veneral “going and coming” 
rule provides that an injury received while a man is 
soing to or from work does not arise out of and in the 
course of the employment. However. compensation will 
be allowed in off-the-premises cases when there was some 
particular risk which the employer could be said to have 
caused or permitted to exist. 

Josephine Brousseau maintained that her claim should 
be allowed. since she fell within the exception, 

Miss Brousseau. while going to work, slipped on an 
icy public sidewalk and injured herself five minutes 
hefore her work was to commence. at a pl ice Within 200 
feet of the employer's premises. Miss Brousseau was a 
winder for the Blackstone Mills. Ine She fell after get- 


ting off a public bus at the stop closest to the mill and 


ics while on her way to the plant entr: », 
When Smith was questioned ibout the card. he was vhile on Me vay le plant ince 
unable to sav how it got into commission files. Although is workman can expect a liberal interpreta- 
lion in a claim for compensation, as to when employment 


begins or ends, areas of employment. and range of activ- 


The court ruled that simply finding the card in the 
files was not evidence enough to prove that Smith really Ba 
; Z ity permissible within an employment contract. the New 
had chosen to accept workmen's compensation act pro- - 
= ; Hampshire court said it could not stretch liberality to 
visions. Many other requisites for choosing coverage 
: ; include a fall on a publ c sidewalk when the emplovet 
were listed. : r ; 
** | " Was In no way responsibie. lere Was no Causal connec- 
Since Alley was hurt while he was a farm hand. and ; , 

. = . tion between the injury and the emplovee s approach to 
since Smith was exempt trom the compensation law. the : PI 

j ; the employer s premises 
claim was denied. : 

Compensation was nied. not because the injury 
Smith 1 Ine stria ‘ ot olorade Supre r . ] hI 

occurred off the employ premises and on a_ public 


walk, but because it did 1 i! sut of and in the 
course of the employment 

See page 91 of this magazine for information Br ; R ae —_ Court of 
about a book-length collection of ''Docket'' cases poe, eer ae - , 


Court of Colorado inuary 957 306 ~P.2d 254 

















COLOR 
BLINDNESS 
COSTS 
VIONEY! 


The wrong color brick loaded on a truck, the 


Easy-to-administer; complete, simple instructions 
wrong color wire welded in an assembly, the and scoring sheets included. Fast... test com- 
wrong color pigment dropped into a paint mixture pleted for most people in a matter of seconds. Put 
all pour profit dollars down the drain. this ingenious profit-saver to work for you ! 
The new AO Color Test offers a fast, inexpensive For complete information write today ! 
check to help reduce this unknown, unnecessary 
overhead. More than 10 years in development, it 


American Optical Company 


INSTRUMENT DIVISION, BUFFALO 15, N. Y. 


determines the type and amount of defective color 


vision present in an individual. 
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Try again: lay ment 
compensation claim was! 
| red Thompson, a lab rel 
strong Cork Company. 

Thompson was hurt 
kxamination showed |} 

tebra displaced ever since birth. He 
a We m then. not because of the 
bra. but because his back muscles had | 

Medical evidence indicated that the 
been healed coy pletely by October 
nevertheless filed a secon 

This time. he wanted c« 
vertebra. He insisted the 
the 1953 accid 

cal expert. Dr 

fied ; both hearings—when 
$1.75 or a muscle strain. and 
supposed injury to his spine can 
had told Phompsor on the earlier oce 
tion would be needed to clear up the 
and that the costs would be paid by ar 
which carried a sickness and accident 
Purvis had even ma mom reservatior 


later had 1 


place. and that the 
with the displaced 
Claim denied. 
£ Wins, 





Create Your Own Safety — 
with the DAV-SON 


“SAFETY 
DIRECTOR” 


FLASHER-LIGHT 


Changeable-Letter 
Board 


Pee cause risyy 
DISPLAY | 


= are, ’ 
Fire : 


Flashing Red-and-Green Lights 
Compel Attention! 
ONLY the Bay Son “Safety Director 
the changea etter removable panel. Char 38 pete we Red 
ond 250 smaller 
Black letters 


messages quickly, easily, as often as you like 


for sustainer d safety interest. Size 18'2 x 29 


110-120 volts AC-D¢ 


DAV-SON Genuine Self-Sealing 
CORK BULLETIN BOARDS 


World's largest selection of types and sizes for 
every indoor or outdoor use. Choice of top 
quality features: hardwood or metal frames 
locking glass door, fluorescent light, etc 


Whilwa STOCK METAL WARNING SIGNS 


Colorful safety messages in long-wearing baked 
enamel on metal, 10 x 14”. Over 300 titles in stock 


“WS WOR eS —IMMEDIATE DELIVERY! 


Write for free catalog today! Dealer inquiries invited 


A. C. DAVENPORT & SON, INC. 


Now in Our 25th Year of Quality Service 
Dept. OH, 311 N. DESPLAINES ST. + CHICAGO 6, ILL. 
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HAT ABOUT 
machine guards ? 


dermatitis : 
fire protection 


radioactivity : 


All these questions—and thousands more 

can be answered by referring to the 
Industrial Safety and Health Handbook. 
\lmost 800 pages of technically accurate. 
up-to-date material on problems ranging 
from the toxicity of manganese oxide to 
the correct color density for welding 
voggle lenses. Includes suggestions for 
setting up a plant medical program and a 
dispensary. for handling plant house- 
keeping efficiently and economically, for 
organizing a successful safety depart- 
ment. The book is divided into sections. 
thumb-tabbed. and thoroughly cross-in- 


dexed for easy use. 


BOOK DIVISION 
OCCUPATIONAL HAZARDS 
812 HURON ROAD 
CLEVELAND 15, OHIO 
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VISION SCREENING 
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light, the test will take a bit longer 

A simple test for color blindness 
can be given with printed plates 
within one minute: but if the om 
tested shows defects, it may take up 
to nine minutes more to learn how 
much and what kind of color pet 
ception he has. 

If the worker shows below-no1 
mal vision. and vou want him t 
know exactly in what way it’s be 
low normal. his test may tak 
longer. Plants with visiting optome 
trists or eve specialists may ever 
want to examine eves closely enoug! 
to prepare necessary lens prescrip 
tions. although this usually is left 
up to the worker's own eve man. 


Instruments easily used 


Several instruments are in wide 
spread use for vision screening. All 
are designed for the same basic pur- 
poses: to test visual acuity in each 


eye and in both eves together: to 


test depth perception: and to test 


ability to see to both sides and up vive the test easily: instruction takes 
and down, Each instrument has its 15 minutes, 
own special advantages beyond For truly comprehensive eye ex- 
these purposes. Most can be used aminations. a considerable amount 
either by physicians and nurses 01 of equipmert beyond that already 
by laymen: training a layman t mentioned must be available. Not 
make screening tests normally takes many plants really need these ex- 
30 minutes. tras: some have solved the problem 
Results of the tests are recorded of doing special examinations in 
on data cards supplied by the instru- isolated instances by putting eye 
ment manufacturers, some of whom specialists or optometrists unde 
provide on a contract basis expert regular retainers. (This makes the 
advisory and _ statistical service to physicians available for treatment 
help analyze the data. Generally. of eve injuries, too 
a worker is told only that he passed 
or failed a test in relation to a par- Periodic testing needed 
ticular job. although many plant 
nedical departments go 6on. oto Pre-« mpl vment eve examina 
recommend that. if his vision is de- tions arent enough for safety, As 
fective. he see his own eve specialist a man grows older. his vision 
for further examination and care changes. By the time he’s 45, he 
Some screening instruments are probably needs bifocal or trifocal 
equipped with color targets or slides lenses, or one pair of classes for 
to test color discrimination in a work and another for seeing at a 
broad way. A _ recently-developed distance 
set of “pseudo-isochromatic” plates, This means that periodic re-test- 
however, seems to promise the best ing of workers’ vision is necessary. 
results as far as determining ex- \ man may have had enough depth 
actly how much color perception perception to qualify as a crane 
and kind of color perception. a operator when he was first examined 
worker has. A layman can learn to in 1954. and be a long way from 





PREVENT 
LADDER SLIPPING ACCIDENTS EVERY TVPE OF 


UNIVERSAL 
LADDER 
SHOES 


é 





tyr 





Powdered 
Soap 


SKIN CLEANSER 




















UNDERWRITERS’ APPROVED q 


of floors and surfaces 


mulelalthielaitia-s deel ME iila-t-MRicelumm ached 
material to finished product! 


fy) os, . 
2k 2 A Specialized Soap to Meet Every 
A AN Type of Plant Requirement! 








Combination cord-rubber tread holds firm to wet or dry Whether for light, heavy or extra heavy duty, for 
surfaces, ridges cut through oil and grease to provide a general plant or office use, or to solve specific 


secure grip. Sharp spike for soft surfaces, snow and ice. 


Adopted by many companies for general service. 


cleansing problems, our more than 40 years of 
experience in serving industry is at your service. 


attention! 


(DD WRITE FOR BULLETIN NO. 9 Your inquiries will receive prompt and intelligent 


Safety Equipment tor all Industries 


INDUSTRIAL PRODUCTS COMPANY THE LIGHTFOOT COMPANY, INC... 


2826 N. Fourth Street 


Philadelphia 33, Po. 380 MADISON AVENUE NEW YORK 17, N ¥ 
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having enough depth perception to 
do the job safely today. He may 
have had enough color discrimina- 
tion to work with color-coded ma- 
chines or electric 


wires 10 years 


ago, but the degree of discrimina- 


tion mav have faded considerably 
since. 

There’s another notable point, not 
often mentioned, about this color 


discrimination: if a worker can dis- 


One big rubber plant we visited 
set a 20/20 visual acuity standard 
for all applicants, although the medi- 
cal told us that 20/40 
would be ample for most jobs. It 


director 


did so because its labor 
called for transfer of en ple 


a seniority basis. from any 


atiy job at the emlovees’ 
No 


disability was made in the 


quest. illowance f 


ing the preceding two vears Oniv 


1.@0e% of those whi a 


} 


ssed the test 


had had disabling injuries. 
In the dis- 
crimination tests taken among those 


same group, color 


classified as high. medium, and low 
in working efficiency she 
that the “high” 


ipt to 


wed ‘ learly 
iss was mus h more 
have perceptior 


See Figure 


tinguish reds, he still may be unable so the 26 
to distinguish blue and yellows: if vision with 
he can blues and 
be unable to distin- 
for 
some people, even a ¢ hange in color 
least a partial 
to work safely 


distinguish vel- 


lows, he may 
guish greens and purples. So, 
codes may mean at 
ability 
and efficiently. 

If a 
job to 
have different 


he should he re-tested betore i! 


loss in their 


man is transferred from or 


another, and the two job 


Visual requiremer 


transfer is made final Otherwise 


he n 


lav find himese lf in a place whe re 


he ll reach for controls in the wror 


places, where hell misread smal 
print directions. where he'll 
the shadowed 


chine. simply because he can’t see 


stumble 
over 


leet 


of his ma 


20 


was idopted is am 


1 . 
otectior tion had hi 


screening pay? eption, 


standard, ba In a copper ind brass plant. 


or without corrective vision screening disclosed that 
workers with poor depth percep- 


her 
in workers with good depth pe! 


act ident records 


Electrical assemblers rated 


oe 
the upper third of plant e1 


screenines vees showed better depth percep- 


would ) difhcult tion than I] 


assemblers 


the lowe: 





FILTAIRETTE DUST MASK 


LIGHTEST WEIGHT, CAN BE WORN 
WITH GOGGLES, LOW COST... DISPOSABLE 
airette isthe pletely PROTECTS AGAINST OVER | 
400 NON-TOXIC busts 


New Catalog 10, just re- 
leased, covers the complete 
line of G-S safety products 
Profusely illustrated, it gives 
detailed descriptions of sev- 
eral hundred items. Send 
for a copy today. 


” GENERAL SCIENTIFIC. MENT “CO. 


7516 LIMEKILN PIKE, PHILALELPHIA 50, PA 
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original 
Double-Action 
Creme-type 
Hand Cleaner 


EG rat orf 


HAND CLEANER 


IN WY 
THE TIME 


USE WITH 
OR WITHOUT 
WATER 


THE SKIN 


America’s Largest Manufacturer 
of Creme Type Hand Cleaners 


for information write Dept. O 


GOJER, INC., Box 991, Akron, Ohio 


a 





DETAILS 





Address 





City _State___ 
Ms ass: canes ies ci eda ils as capa ansaah atl 
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INSULEATHER mitt 


Astounding new special formula 
INSULEATHER mitt permits handling 
of cherry red metal .. . Yet remains 
pliable, unaffected by heat. Outwears 
many pairs of asbestos mitts while 
providing more comfort and safety. 
Write today for free literature and 
prices. 





MICRO LEVER DOLLY 


a low cost safe tool 
to move heavy objects 


Eliminates the danger of tip- 
ups and high falls. Prevents 
back sprains, crushed fingers 
and pulled muscles 

Cuts moving time 

on large bulky item 

Correct design permits lift 
blade to pry under objects flat 
to the floor 


High leverage ratio be- 
tween power and load 


Four sizes. Metal or 
rubber wheels. See 
local distributor or 
write to— 


MICRON, INC., Bettendorf, lowa 
Circle No. 100 on reader service card 
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VISION SCREENING 


continued from page 85 





and with it compensation costs; and 
(c) to improve worker efficiency 
and production. 


What vision standard? 

Is it smart to use vision screening 
to eliminate from application rolis 
all who aren't up to the 20/20 stand- 
ard, all who can't see depth distine- 
tion clearly. all who can’t distin- 
suish instantly among colors? No. 
unless you're in the position of the 
rubber manufacturer. 

Even totally blind workers have 
made excellent safety records on 
jobs for which they ve been trained 

better records than those made by 
“normal” workers on comparable 
iobs, The figures showing that 





= ‘] 


UES 


a) 





those with vision defects had mor 
accidents than those without de 
fects were based on studies of 
workers who had been tested lone 


after they began their jobs. 


{ssigned for safety 

If the low-rated workers met 
tioned in Figure 1, for example. had 
been given pre-employment visior 
tests and had been assigned to jobs 
on the basis of what the tests re 
vealed, the chances are that both 
their -efficiency and safety records 
would have improved considerably. 
Certainly, this has been true in pub- 
lic schools, where children with de- 
fective vision have hiked their scho- 
lastic, social, and sports participa- 
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MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 


This fan guard prevents hand 
and head injuries Made of 
tabric t $s wasnabdie m 
norma 

Cover 


fan as we 


immediate aieu. Write to 


ROCHESTER 


Safety Equipment Co., Inc. 
83 Howell St. © Rochester 7,.N.Y. 











KENNEDY 
*HEAD SNUGGER 


Winter Liners 


Tops in Warmth 
Comfort and Safety! 
The Original and Only “Head Snugger 
Write for catalogue and prices 


Manufacturers and distributors of a complete 
of safe ty tothing and equipa rent 
Write Dept. 0-11 for complete informatior 
regarding your needs 


KENNEDY- 
INGALLS, Inc. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 
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tion standings immediately 


lowed them to see what thev 


doing 


Not all people who have defec tive 
vision can have 20/20 acuity o1 per- 


fect depth perception or enough side 


Vision, even with corrective 
Recommend that those 


rected 


with uncor- 
defects see 
that’s 
and for the 


cialists cood sense tor vou 


workers both: but try 


to plan your job assignments to take 


advantage of the visual abilities vour 
disclosed. 
wont give 
but he 


you need for 


screening 
Maybe a 


him distance 


program has 


mans glasses 


Vision may be 


just the one a small 


parts assembly job. Maybe a 


workers vision won't let him drive 


a fork truck—but it 
cisely right for safe 
lathe. @ @ 


may be pre- 


work 


with a 


USE THE READER SERVICE CARD 
FOR VALUABLE REFERENCE DATA 


Signs for Safety When 
Winter Winds Blow 


EMPLOYEES of Blatz Brewing Com- 
pany, Milwaukee, 
signs like this facing them 
got into their cars in the 
parking lot last winter. 
course, 


found 
as they 
company 
The signs, of 


Wisconsin, 


could be easily removed. 


after be- 
ing moved into positions that al- 


were 


lenses, 


their eve spe- 
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END NEEDLESS OVERHEAD 
EXPENSES IN WASHROOMS! 


with Sant-Or 


Electric HAND and HAIR Dryers 


MODERN AUTOMATIC 

pushbutton way! 

@ Eliminates ALL Towel Costs 

@ Cuts Maintenance Expenses 857% 

@ Ends Litter... 
WRITE TODAY! s 


Ows moder n way 
ater washroom 1s with less 
enance. No towel expense! 


More Sanitary! 


ton oa 


= 





tors in All Principal Cit iter 


THE “CHICAGO HARDWARE FOUNDRY CO. 


42117 Commonwealth Ave., NORTH CHICAGO, ILL 
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REGULAR SWEAT BANDS 
ATA 

“THROW AWAY” 
PRICE! 


GAUZTEX 


SWEAT BANDS 





four- 
Gauztex 
| sweatbands in just the right 

Priced right to be thrown away 

| you wish. No fussy pre-wetting. No 
metal parts. No potentiai irritations 
Wonderful for use with helmets or gog 
gles. A welcome, comfortable 


Elastic band holds feather-light, 
ply, powerfully absorbent 
place 
when 


help to 


all who use their eyes in the summer 
Free trial demonstrates superiority 


—-FREE TRIAL OFFER!-—- 


r 
| We'll send you the right quantity of Gauztex dis- 
| 
| 
| 


i 
posable Sweat Bands to let you find out for your- | 
self how wonderful they are—how low priced. | 
Use your letterhead. Send request today to: 


GENERAL BANDAGES, INC., DEPT. H-11 


531 Plymouth Court, Chicago 5, lll. 
] 








The metal shield (above) 


nish @ maximum amount 


s designed to # 


guard 
e Fibre knee-shin guard (right) 


ble knee 


shape 


movement on jobs 
and shin hazards. 


For more information write today 


ELLWOOD SAFETY APPLIANCE CO. 


225 SIXTH ST., OH, ELLWOOD CITY, PA. 
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2 Wash., when he was involved in a high- In American Lithium Chemicals’ plant 

TU RTLE C LUB a way accident. The pickup truck he was at San Antonio, Tex., Eddie Nixon was 
\ driving turned over. Felch was thrown removing bricks from the firing zone in a 

{' “6 forward. His head struck the dashboard ; kiln when suddenly about a dozen of 

; but Felch had been wearing his hard them became dislodged and fell, strik- 
hat, and so he sustained only a bruise. ng Nixon. The bricks weighed about 
1 fell some eight feet. None- 


Lester R. Swallie, Morrison Knudsen 


15 pounds ane 
Co. employee, is convinced that his hard 


i theless, Nixon was uninjured; his pro 
hat saved his life. While he was work Robert M. Thomas, Jr.. line foré tective hat cushioned the blow. 

ing on the Little Valley—Salt Lake Cross man for Central Maine Power Co., Au- 

ing Project, he was struck squarely or 
the back of his head by a 10-pound block 
that had fallen 40 feet. Swallie’s hard 
hat absorbed most of the impact. 


gusta, Me., was supervising operations 
at Oakland, Me., when a knot passing 
metal frame and wooden sheave pulley 
weighing 344 pounds fell from a hand- 
line 18 feet above him and struck his 
hard hat so hard he was knocked to the 


James Sides, Sr.. of Tidewater-Aucl : : 
: ground. He suffered nothing more seri fh iamster ama Sty ccncel wohain Sell 
ter Construction Co., was working withir ; th light ; ter and 50 poun in weig f 
ous, however, lan a signt scaip wound, P ; } 
the St. Regis Paper Mill at Jacksonvi = E tr 


E mzatle wa é j is dh 
Fla... where a construction job was ! rONZ y aring his hard hat 


Alfonso Gonzales, General Portland 
ment Co., Dallas, Texas, was laying 

groundwork for a rebricking job by 
moving old brick and coating from a 


when a piece of coating 20 inches 
is head. No injury 


yrogress. From 70 feet above Sides . . . 
I ; Charles Wolfe had been assigned to 


a service job at State Highway #130, 
Burlington, N. J., by his employer, Pub 

Service Electric & Gas Co., Newark, 
N. J. He was removing the coffing hoist 


iron-worker dropped a 42-pound bolt 
ectric Power Co.. Was 
, William F. Riley wa 


slabs when a 17% 


hit Sides’ hard hat with terrif 


but serious injury did 1 


j 


lislodged and fe 


Slattery Contractin .. Inc. was o from a guy, when the cum-a-long becams 
ai ieics wununeirenetas 2 ees lisengaged and fell 25 feet, striking his 
“House of Seagram” project in New York He was wearing a hard hat. Injury 
City Benjaimen Callwood, a Slat oe re serious than a bruised righ 
tery employee, was drilling an i : 
pit, when fron four floors aDOV i fe veglane Naval Base, Norfolk 


He was not injure 


pointed steel drift pin fell. niet wharf | ler W illiam » Lewis 
Pillennd’« aatety lst: however. | Alfred B. Strand, an employee o is worki abeard a floating d \ 
uninjured Foley Constructors of Minnesota, wa il i ype wound around = the deck 
working at the taconite project site whe vinch was being used to pull a woods 
was struck by a two-pound piece of pilir nto positior iddenly the line 
Leon Felch, Webster Engineerir iron that had fallen 40 feet. He wa napped, striking wis, who was stan 
Corp., was riding home from the pow not injured, however, thanks to the haz I feet away e line hurled his |} 
dam construction site at Baker iver hat he wore. verboard, but was uninjured 








immediately extinguished... 
with 
SIPCO DUNKING STATIONS 


CATALOG OF CHARCO 


E 

EW 32-PAG ENT 
wv peensanne’s PROTECTIVE EQUIPM 

Stop fires before they start 

. with SIPCO DUNKING . 

J) STATIONS. Heavy CAST s 

ALUMINUM CANISTERS — guaranteed three years lp 

against breakage. Partly filled with water, they Iq 

(] 


Sea vic 
"EOP sapery Tos 





Pl emmy 
"ONE sanery nee 
OF ray 


drown the “smoke” and solve the sanitation problem. ; This new illustrated 
Lift off the canister — flip back the lid — dump it and catalog, for use in 
the cleaning job is done! Public utility and 
Available in over a dozen different models. STAND- industrial electrical 
ARD and JUMBO sizes — with either black crinkle or fields, tells of the 
brightly polished DELUXE finish to suit your own company’s program 
oe sen . of research and 
Unit No. 1J—JUMBO floor model with heavy weighted 
base and attractive, eye catching metal sign how protective 
Height 42”. Wt. 26 Ibs. ALSO AVAILABLE . equipment is man- 
. A DELUXE FLOOR MODEL ufactured and 
wOKEp LESS SIGN AND DECAL, for tested. Also it lists 
S Ay hospitals, waiting rooms, of- technical report 
HOUSEKEEPING fices, restaurants, stores, etc available free. 
PREVENTS FIRES Unit No. 2J/—JUMBO can- It illustrates n 
put "EM HERE 


lany 
ister and sign. For mounting products and gives 
on walls, posts, columns or instructions on 


machines. Wt. 6 Ibs care and use 


Unit No. 3J—(not illustrated) 
JUMBO canister with mount- 
ing bracket but less sign 1 : : ? 

Wt. 32 Ibs Charleston Rubber Company leads the field in manufacture of 


superior protective products for linemen and high voltage workers. 


oo for Shu i 
CHARLESTON RUBBER COMPANY 


DEPT. M @ 920 N. GARFIELD AVE. @ PEORIA, ILLINOIS 22 STARK IND. PARK CHARLESTON, SOUTH CAROLINA 
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ipparatus in 

¢ Is divided into three 

nera onsiderations, which 

SAFETY LIBRARY ysics of sound, the functi 


eafness r 
i att » a 


! i 
books and film 


havior 


BOOKS: 


Carbon Dioxide Extinguishing er : ‘A : ee ee : ei oe 
Systems NFPA No. | ational ire *- Sotaie th ei wcities seks 
Protection Association, 60 _ :' :, 
ne) Boston 2 Mass., 
book represents 


NFPA 


Ihe Body Fights Bacteria. 


FILMS: 


Partners in Production. 


Emphasizes 


} 


Suggested Safe Practices When In- 
stalling and Servicing Gas Appliances. 
Provides instructions on 1] types of gas 
appliances. merican Gas Assoc., 420 
Lexington Ave., Ne ork 17, N. Y.; 40 
cents 


Fatal Seconds. | ._ 8 min. Shows 
langerous 

heightened by 

involved is ordi 

servative. Available 

E lucation 

( ompé 


Industrial Deafness. ph Handle With Care. l6mn 
Sataloff, M.D. 333 pag i he lor. { ers recommended first 
importance of hearir esting and nol tice iud 


ling treatment of 


anies, 





i THE FIRGT AND 
makes sense ~* | edi WU is 


Any plant improvement that reduces fire 


cident hazards certainly does make sens« hat EXPLOSION PROOF 


the case when Tokheim High Vacuum Pumy 


are put into service. They help 
prevent spilling, slopping, over- 
filling and dripping. Operate * 


on both forward and backward 
UL List 
leliver 20 gallons _ 
, Explesion Proof 
per 100 strokes. Available Serebbine Mechine \ ‘ 
with hose or spout outlets UL Listed for use in 
and other optional attachments. ' Class 1, Group D and 
’ 
Call your dealer or Tokheim rep- : ' ‘a Class 2, Group G 


resentative; write for literature hazardous locations. 
and approved list of liquids. 


strokes—« 


For many years industry has 
respected Underwriters’ 

: Laboratories as the leading 
2 ‘ fi authority on safety 
pump many liquids . 2 equipment. Hild now 
ij offers you the only UL 


(eo) 4:14. Acetates + Alcohols * Aromatic Solvents = i i : ys Listed ae proof 
: . : Z . a i oor machine—designed 
ee eee Chlorinated Solvents+Glycols*Ketones + . outh dementinahmenl tn CE, 


HAND PUMPS and Ethers « Petroleum Products & Soi- , 7 s specifications. Unless the 
vents « Plasticizers * Water and Others i ‘ , ; explosion proof floor machine 

a you are now using is designed 

Alternate parts for special liquids ” . - . to the same high specifications 

. as this Hild model, it is 

unlikely that you have full 


General Products Division " “a explosion proof protection 
Hild manufactures a 


complete line of UL Listed 

; TOKHEIM CORPORATION WRITE FOR FREE BULLETIN 
DESIGNERS AND BUILDERS OF SUPERIOR EQUIPMENT explosion proof vacuum ON HILD EXPLOSION PROOF EQUIPMENT 
1682 Wabash Avenue SINCE 1901 Fort Wayne 1, Indiana Sooners See ae 


trom 6 to 55 gallon HILD FLOOR MACHINE CO., INC. 


Subsidiaries: Tokheim N.V., Leiden, Holland—GenPro, Inc., Shelbyville, Ind. capacity —wet and dry 
Factory Branch: 475 Ninth Street, San Francisco 3, California pickup 1217 West Washington Bivd. 
In Canada: Tekheim-Reeder of Canada, Ltd., 205 Yonge St., Toronto, Ont. Chicago 7, Ill, 
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SAFETY: : , E NAMES IN THE NEWS 


continued from page 30 
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tion of a new plant at Maynard, Mass 
The contemporary structure will afford 
an interior area of 32,000 square feet. 
Tentative completion date: September 
1957. 


Marketing area for Award Incentives, 
Inc., now includes all major metropolitan 
areas, Murray Nedell, company president, 
has announced. Expansion, which involves 
idditional factory facilities and person 

was undertaken approximately a 


firm has rept 


The entire Safe-Hi belt assem- 
bly tests in excess of 6000 Ibs. PEOPLE: 
All nylon webbing...metal to 
metal buckle...choice of Fibre Metal Products Co., | 
colors. Write us for a com- 


UT FoR: 
VING CARs) 


ye has announced appointme! 
Gilbert Doyle as direct factory 


THE BEST 
SAFETY DEVICE 
/) peoneneive analysis of seat sentative for Eastern Canada. Fro tit A 
belts. (Sold only through * a 
I 





TOUCH |LOOK 9; 
MO 


ssern Canada, CAREFUL MAN | 


Safety Equipment Dealers.) handle welding and safety distributo UTIONTCAUTION 


OONT 


mu | 
sales Formerly. he was sales manage tT 7 om encves 750 VOUS 
Levitt Safety, Ltd 


ROSE MANUFACTURING CO. SemrVAre Levemanen] ussssreny sree some] .avareny | Seam) 
WRITE FOR LATEST CATALOG SHOWING 
SAFETY SIGNS FOR ALL PURPOSES 

DENVER STANDARD SIGNS, INC. 


4 | 

} \ e | 

| f 

LL 2700 W. Barberry Place | , , at. 2194 E. 65th St. @ Cleveland 4, Ohio 














ERV/OI 


REG. U.S PAT. OFF. 


PORTABLE 


All Stainless Steel—Vacuum Insulated 
(Hot or Cold) Food, Soup, Coffee, Milk 
and Beverage Carrier-Dispensers... 


BEGIN WHERE 
mone? Gi. ice € 208 9 2-7 
AND COFFEE URNS, 
LEAVE OFF! 


* THE. POSITIVE 
LADDER SAFETY DEVICE 


A. ¢ Irautwein J. J. Dunleavy 


At a recent board meeting, Fyr-Fyter 
Co. (Dayton, Ohio) directors elected four 


setior vice president: David MeGilsray. | Lgeks AUTOMATICALLY & instantly-holds 


parent company’s : 
seven divisions: A. C. Trautwein. mar Prevents death and injuries from falling. 
keting; Charles Somers, manufactur Automatic: Positive. Will catch workman if 


ing; James J. Dunleavy, Newark, N. J Inexpensive. Easy to install. No upkeep. 
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